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Hear the Difference 

First Closed-Loop, Digital-Input Class-D Amp 



Device 

TAS57Q6 
TAS5704 



Power 

2x20W 
2x20W 



Closed-Loop 

Yes 



Control 



Hardwired 



Audio Processing 

Yes 



The TAS5706 and TAS5704 from Texas Instruments are the industry's first digital-input, stereo Class-D speaker 
amplifiers with integrated feedback. Their closed-loop architecture produces a richer, more accurate sound 
and lowers total system cost. And, both ICs feature end-to-end digital performance and a graphical development 
environment for easier design. That's High-Performance Analog»Your Way™. 




www.ti.com/tas5706 1.800.477.8924 ext. 5706 

Get Samples and Evaluation Modules 




Instruments 



OUR SOURCE 




Quality Electronic Components, Superior Service 




17 YEARS IN A ROW! 

#1 Breadth of Product Line 
#1 Availability of Product 
#1 On-Time Delivery 
#1 Responsiveness 
#1 Overall Performance 



Digi-Key Corporation purchases all product 
directly from its original manufacturer . 

*Source: EE Times Distribution Study, August 2008 
© 2008 Digi-Key Corporation 



www.digikey.com 

1.800.344.4539 







Enter the New World of Bourns 



Automotive Sensors 
Circuit Protection Solutions 
Magnetic Products 
Microelectronic Modules 
Panel Controls & Encoders 
Precision Potentiometers 
Resistive Products 



The world of Bourns has grown. An expanding world focused 
on exceeding our customers' needs. New innovative products 
and technologies. Expanded application solutions. Plus a 
worldwide team of technical experts to facilitate the design 
process and solve tough application problems. All provided to 
help customers shorten design cycles 
J0fc ^Mfe an< ^ ac hieve faster time-to-market. 

^^^k ^ Bourns, we have grown to serve 
you better. Step in - explore the 
new world of possibilities from 
Bourns today: 

www.bourns.com/newworld 





© Bourns - the company you have relied on for more than 60 years. 



POURNS 

Built on Trust... Based on Innovation 



Precision Performance 

Lowest power zero-drift instrumentation amp 



The INA333 is the industry's lowest power zero-drift instrumentation amplifier. Featuring 75|jA quiescent 
current, 25|jV offset voltage, 1 .8V operation and an impressive power-to-noise ratio, the INA333 improves 
accuracy and stability while extending battery life in portable medical, handheld instrumentation, weigh 
scales and data acquisition applications. That's High-Performance Analog »Your Way™. 



... 




J/l Texas 

Instruments 



High-Performance Analog »Your Way and the platform bar are trademarks of Texas Instruments. 2182A0 © 2008 11 



ELECTRONIC COMPONENTS 



system-level IP \ SERDES \ embedded memory \ system in package \ embedded microprocessor \ mixed-signal IP 



See farther down the road than ever before. 



Avoid risks with SoC "Virtual Prototyping" before design start. 



Toshiba innovation now enables SoC customers to view a 
"Virtual Prototype" before design start***with chip, package 
and PCB constraints***long before conventional prototypes are 
available* This dramatically minimizes risks, cuts costs and can 
reduce time-to-market by months* Toshiba's bold new capability 
further cements its leadership as an EDA/ design powerhouse for 
ASICs 65nm and beyond* In addition, our one-stop-shop model 

offers the flexibility of handoff from RTL to GDSIL 
1 Dsn** 1 For your next SoC project, look no further than Toshiba, 
J one of the worlds largest SoC/ ASIC producers, and 

see farther down the road to success than ever before* 



^FSK Pl a y the ChipQuest 
HllffiVL Oft-/we Game to win 
a Noise Cancellation 
Headset, Wireless 
Internet Hot Spot 
Finder, or high-powered flexible 
LED light, (while supplies last), 
plus all players* will be entered 
in monthly drawings to win a 
Garmin GPS nuvi 200. Enter at 
SoCworld.toshiba.com. 





^Qualified Engineers only 



©2008 Toshiba America Electronic Components, Inc. All rights reserved. 




3G wireless data: 
about to break? 

A f\ Although the defini 
tions of 3 and 4G 
\J wireless data net- 
works, services, and terminals 
have been moving targets, some 
long-promised 3G capabilities are 
starting to appear. Meanwhile, 4G 
deployments have been delayed 
even further. by Ann R Thryft, 
Contributing Editor 
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SERVER 



1 ROUTER 
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Solid-state drives 
challenge hard disks 

Hard-disk-drive 
y *\ vendors assert that 
^_ more-than-50-year- 
old rotating storage will remain 
relevant for many years to come. 
Solid-state-drive suppliers scoff 
at these claims, calling hard-disk 
technology a has-been. Which 
camp is right? by Brian Dipert, 

Senior Technical Editor 



Designing intelligence 
into door-entry and 
security systems 

■ A Designers now have 

greater opportunity than 
ever before to design 
more intelligence and flexibility 
into personal-security systems by 
using mature and proven stan- 
dards-based technology. Learn 
about some of the key challenges 
to implementing high-quality, cost- 
effective, and secure door-entry 
and video-monitoring systems 
using IP voice and video technol- 
ogy, by Gordon Wilkinson, PhD, 
Trinity Convergence 



IDEAS 



Linear wind-power meter compensates for temperature 
Oscillator uses dual-output current-controlled conveyors 
Circuits drive single-coil latching relays 

Send your Design Ideas to edndesignideas@reedbusiness.com. 
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A breakthrough in signal generation: 
You can actually see what you're doing 



Tektronix 



Myi ! 





The Tektronix AFG3000 Series — starting at $1,900.* Tired of generating signals in the 
dark? Look at our new line of arbitrary/function generators. A large display confirms 
your settings at a glance. Sine waveforms reach as high as 240 MHz. An intuitive 
GUI, front-loading USB port, and two-channel capabilities offer a level of simplicity for the next generation 
of signal generation. Get a glimpse at www.alliedelec.com/afg3000 



m m a 



AWED ELECTRONICS® 



1-800-433-5700 
www.alliedelec.com/afg3000 



The Tektronix AFG3000 Series arbitrary/function generators. 

The Next Generation. 
www.alliedelec.com/afg3000 



Tektronix 



Tektronix, Inc. All rights reserved. Tektronix products are covered by U.S. and fc 



n patents, issued and pending. TEKTRONIX and the Tektronix logo are registered trademarks of Tektronix, Inc. Tektronix MSRP subject to change without notice. 
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resistive RAM as flash replacement 
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societal, environmental challenges worldwide 

22 Signal Integrity: Differential coupling 

Supply Chain: Consolidation among mobile-IC 
makers squeezes supply chain; India, Vietnam 
gaining as Asia/Pacific semiconductor-sales 
growth slows; OEMs answer Greenpeace's call 
for stricter regulation 
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72 Connectors: ZIF-connector series, end-to-end 
cabling devices, audio connectors, and interface 
devices 
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R8C/Tiny Improves Efficiency and 
Adds Intelligence to Motor Systems 

Networked Motors: 40MHz 1 6-bit Timers and LIN/CAN Modules 



Renesas Technology 

No. 1 * supplier of microcontrollers in the world 

introduces R8C/Tiny Series of microcontrollers for low-end motor 
control applications. Advanced motor-tuned timers coupled with 
R8C/Tiny's powerful 1 6-bit CPU provide the performance demanded 
by applications ranging from electronic toothbrushes to networked 
motor arrays in industrial automation. 



R8C/Tiny Product Lineup 

■ 



Expanded Smaller Motor Expanded 

Communication Flash, Timers, Line-up, 

Interfaces Comparators LIN, CAN D/A,ASSP's 




16KB-32KB- 

I 8KB-16KB 4KB-16KB """8KB -16KB""" 




R8C/1A,1B 



R8C/18.19 




R8C/28,29 II I R8C/2H 



8 



\/lotor Control Focused Product Grc 



R8C/2L 



Ideal for Networked BLDC Motor systems 



HOT Products 





Sub 1 ^£.1 Sub 2 ^£.1 ...Sub N ^£.1 


HOST 
SYSTEM 





R8C/2L 



Multiplier 


125kHz 




I On-chip 


Program 
Flash 


Oscillator 


Watchdog 


Data Flash 





ADC Motor Current 

Power Module 



"TLX Po - 

I CLK ' Tria 



. 1_ Com 
ICLK A a 





CLK Trig 

16-bit 
Motor 
Timer 

(RD) 
Shut-off 

Over-cu rrent | 

Comparator 



1-wire l/F 



Top Reasons For Selecting R8C/Tiny's 
Motor Control Solutions 

• High-Performance 

- 16-bit CPU core with hardware multiplier 

- Up to three 16-bit timers with 40MHz clock 

- 3.3 (xs ADC conversion with timer-trigger start option 

• Advanced Motor-Tuned Timers 

- Up to 6-ch complementary PWM signals with independent 
compare registers 

- Programmable Dead-Time Control (16-bit) 

- Selectable buffer operation for fast timer reload 

- PWM signal shut-off using external trigger 

• High Component Integration 

- Integrated LIN and CAN modules for networking 

- Watchdog with dedicated On-chip Oscillator 

- Power-on Reset, Voltage Detection Circuits and Data Flash 

• Outstanding Development Support 

- Multiple motor control algorithms 

- Demonstration and reference design platforms 



*Source: Gartner "Semiconductor Applications Worldwide Annual Market Share: Database" Hiroyuki Shimizu, 27 March 2008, GJ08218 *This is 2007 ranking 



#lvicu 




Get Started Today - 

Go online and register to be eligible for a FREE R8C/Tiny Starter Kit * 

www.america.renesas.com/ReachR8C/a 

*Only available to customers in North and South America 



RenesasTechnologyCorp. 




Everywhere you imagine. 




Out of Time 

for Your 
POL Design? 




EXPANDED ENGINEERING COVERAGE PLUS DAILY NEWS, BLOGS, VIDEO, AND MORE. 




ONLINE ONLY 

Check out these Web-exclusive articles: 

DDR3 SDRAM exposed: inside a bleed- 
ing-edge, blazing-fast memory device 

The IC Insider reveals the densely packed 
real estate and impressive clock-synchroni- 
zation circuitry that allow Samsung's 1 -Gbit 
K4B1G0846D-HCF8to achieve its 1066- 
Mbps data-transfer rate. 
www.edn.com/article/CA66091 29 

Designing very-high-frequency signal 
generators with amplifier ICs 

www.edn.com/article/CA660495 1 

A new way to handle RF/PCB design 

www.edn.com/article/CA6608071 

IMEC describes energy, memory initia- 
tives, announces processor licensing 

www.edn.com/article/CA6606807 

POE devices cater to higher-powered 
applications 

www.edn.com/article/CA6600506 



READERS' CHOICE 

A selection of recent articles receiving 
high traffic on www.edn.com. 

A turn-off: Power management compli- 
cates life for verification engineers 

Advanced energy-saving techniques can 
cause vast difficulties in the verification 
process. 

www.edn.com/article/CA6602444 

Mutliplexing technique yields 
a reduced-pin-count LED display 

www.edn.com/article/CA6602447 



Re-engineering obsolete ICs 
using FPGAs 

www.edn.com/article/CA660471 2 



IBM extends China research 

www.edn.com/article/CA6605336 

Power-over- Ethernet chips: 
to the spec and beyond 

www.edn.com/article/CA6602445 



JIM WILLIAMS ARCHIVE 

An EDN contributor since the early 1 980s, 
Linear Technology's Jim Williams consistently 
turns out technical articles that rank near the top 
of our Readers' Choice lists. Check out the new 
online archive of Williams' articles. 
www.edn.com/jimwilliams 



EDN 

INNOVATION 




NOMINATION 

DEADLINE 

APPROACHES 

Get your nominations in 

by Nov 26 for ED/Vs 1 9th 
annual Innovation Awards, 
which will take place in 
March 2009. Visit the 
Innovation home page to 
learn about and begin the 
simple nomination process. 
www.edn.com/innovation 




Solve your current upgrade 
needs with IR's common footprint 

Sup//?Buck™ Integrated Regulators 

for consumer applications 



12A/14A 



7A/9A 



4A/6A 





Sup//?Buck Advantages: 

• Common scalable footprint 
for all devices up to 14A 

• Enables 12V single input 
voltage operation 

• Design simplicity without 
performance trade-offs 

• Ease of system integration and 
implementation for lower risk 
and faster time-to-market 



For more information 
call 1 800 981 8699 or visit us 
at www.irf.com/dcdc 



International 
TOR Rectifier 



THE POWER MANAGEMENT LEADER 



Buck regulators with integrated MOS 



EFFICIENCY VS. OUTPUT CURRENT 



100 



ui 75 

LU 

70 
65 



/H/JXI/I/I 



- Competition 



V 0UT = 1.8V 
. V| N = 2.5V . 

V DD = 3.3V 
_l I I I 



High efficiency 



INPUT 
2.4V TO 3.6V 



PROGRAMMABLE 




VDD >I/I>JXI>I/I QUT 

MAX8643 
MAX8646 pgnd 



PWRGD 



OUTPUT 

1.8V, 3A/6A 



V 



OUTPUT CURRENT (A) 



High output current 



Feature 


MAX8655 


Competition 


Output current (A) 


25 


12 


Input voltage (V) 


4.5 to 25 


4 to 24 


Package (mm x mm) 


8x8 


9x9 



20% smaller at twice the output 
current vs. competition 



INPUT 

4.5V TO 25V It" 



EN 



SYNCHRONIZATION < 



/l/l/JXI/l/l 

MAX8655 



FSYNC 



POK 



SYNCO 

REFIN PGND SS EN 



t M t 



EXTERNAL 
REFERENCE 



OFF 



J 



ON 



Dual output flexibility 



SIMPLE 

COMPENSATION 



T 

5 



OUTPUT 
0.7V TO 5.5V 
UP TO 25A 



• Fully protected 
•Tracking/sequencing 

• All-ceramic capacitor design 

• 180° out-of-phase operation 
reduces input ripple 

• 5mm x 5mm, 32-pin TQFN 
package 



V 0UT1 

1.2V/1.8V 
3A/5A 



2.35V TO 3.6V -j- 



OFF 



I 



ON 



FB1 FB2 

/i/i/jxi/i/i 

eni m 
MAX8855 



PWRGD1 
FSYNC 



PWRGD2 
PGND 



SYNCHRONIZATION 



-j— 2.35V TO 3.6V 



V 0UT2 

1.2V/1.8V 
3A/5A 



OFF 



J 



ON 



FETs simplify designs up to 25 A/phase 



Maxim's PowerMind family of integrated buck regulators simplifies your 
toughest design challenges. These regulators provide high efficiency in 
compact, simple, cost-effective solutions that have the industry's lowest EMI. 



HIGH VOLTAGE 



12V INPUT 



4.5V TO 14V 



4.5V TO 14V 



4.5V TO 25V 



4.5V TO 20V 



/H /J XI /l/l 

MAX8653* 



/l/l/JXI/l/l 

MAX17026* 



yi/i/jxi/i/i 

MAX8654 



/H/JXI/H 

MAX15035 

Up to 22V |N 



/H/JXI/H 

MAX8655 



yi/iyjxiyi/i 

MAX8686 



3AT0 5A 
3AT0 5A 



6A 



15A 



25A 



1 TO 8 PHASE 
25A/PHASE 



PowerMind is a trademark of Maxim Integrated Products, Inc. 
*Future product — contact factory for availability. 



MEDIUM VOLTAGE 



2.6V TO 5.5V INPUT 



/l/l/JXI/l/l 

MAX1970 



yi/i/jxi/i/i 

MAX1973 



/H/JXI/H 

MAX1951 



/H/JXI/H 

MAX15021 



/h/jxi/h 

MAX15022 



yi/i/jxi/i/i 

MAX8505 



JV\JVA\JV\ 

MAX15038* 



JV\JVA\JV\ 

MAX1945 



/H/JXI/H 

MAX15039* 



0.75k 
0.75A 



1A 



2A 



3A 
1.5A 



^3A 

► 1.5A 

► LDO CRTL1 

► LDO CRTL2 



3A 



4A 



6A 



6A 



LOW VOLTAGE 



2.3V TO 3.6V INPUT 



/H/IXI/H 

MAX15040* 



yi/i/jxiyi/i 

MAX8643 



/H/JXI/H 

MAX8833 



1_! 



iyjxiyi/1 

MAX8855 



yi/iyjxi>i/i 

MAX8646 



JV\/VA\JV\ 

MAX8566 



3A 



3A 



3A 
3A 



5A 
5A 



6A 



10A 




>kl>JXI>kl 



DIRECT. 



ynyjxi>n 



www.maxim-ic.com/shop www.avnet.com 



rAVNEr 

electronics marketing 

www.maxim-ic.com/buck-regulators 



For free samples or technical support: www.maxim-ic.com/support or 1-800-998-8800 

The Maxim logo is a registered trademark of Maxim Integrated Products, Inc. © 2008 Maxim Integrated Products, Inc. All rights reserved. 
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BY RICK NELSON, EDITOR-IN-CHIEF 



Tech innovation addresses 
societal, environmental 
challenges worldwide 

ntensive research and development in nanoelectronics and nano- 
technology is critical for tackling societal and environmental chal- 
lenges facing the world today. Speaking at the IMEC (www.imec.be) 
ARRM (Annual Research Review Meeting) on Oct 13, in Leuven, 
Belgium, Luc Van den hove, executive vice president and chief oper- 
ating officer at IMEC, outlined several areas of concentration that the 
independent research center is addressing in conjunction with its part- 



ners. Two major areas, he said, are 
health care and energy. 

Health care is particularly ripe for 
innovations that can provide increased 
levels of care at lower costs. Today, 
Van den hove said, blood analysis is a 
labor-intensive process that can take a 
couple of days. In the future, he add- 
ed, a "lab on a chip" will be able to 
promptly, accurately, and inexpensive- 
ly provide results. Going further, he 
said, in-body and wearable sensors — 
powered by energy-harvesting tech- 
niques — will provide early warnings of 
potential health problems. 

In separate presentations, IMEC 
personnel said that the organization 
should be well-positioned to address 
health-care issues. Kris Verstreken, 
program director of biomedical elec- 
tronics, said the cell is the most com- 
plex MEMS (microelectromechani- 
cal) device you can imagine, combin- 
ing electrical, chemical, and mechan- 
ical functions in a nanoscale dynam- 
ic environment. IMECs nanotech- 
nology, he added, operates at the same 
scale and paves the way for various 
health-related applications, includ- 
ing deep-brain stimulation for treat- 
ment of Parkinson's disease, epilepsy, 



Health care is 
particularly ripe for 
innovations that 
can provide 
increased levels of 
care at lower costs. 

and obsessive-compulsive disorder, as 
well as metal nanoparticle hyperther- 
mia for cancer treatment. 

Bert Gyselinckx, program direc- 
tor for wireless-autonomous-transduc- 
er solutions at IMEC, demonstrated 
an emotion-monitoring body- area net- 
work system that could have applica- 
tions in reducing stress and increas- 
ing task engagement. Carmen Bartic, 
who coordinates the research activities 
of the Bioelectronic Systems Group at 
IMEC, described cell-to-electronics in- 
terfaces that could result in implant- 
able probes that combine stimulus and 
recording capabilities, and Chris Van 
Hoof, program director for integrated 
systems and smart implants, provided 
detail on implantable neuroprobes. 

As for energy, Van den hove not- 
ed that the sun provides 165,000 TW 



of free solar power. Researchers need 
only to find a way to capture, store, 
and transform solar energy in an en- 
vironmentally friendly manner. As 
an approach to solving the problem, 
he cited thin-wafer silicon solar cells 
that enable such innovations — from 
IMEC spin-off Photovoltech — as 
building- integrated solar facades. 

Jef Poortmans, director of the solar- 
and organic- technologies department 
at IMEC, elaborated on the challenges 
facing the adoption of solar technolo- 
gy. Today, he said, photovoltaic pan- 
els are not competitive without gov- 
ernment subsidy. Efforts to wring costs 
from photovoltaic installations center 
on minimizing the grams of silicon re- 
quired per watt-peak, which IMEC is 
working to accomplish by minimiz- 
ing wafer loss, reducing active-layer 
thickness, and increasing efficiencies 
beyond 20%. Such efforts could help 
meet European goals of installing 400 
GW of peak solar capacity by 2020, 
accounting for 12% of the continent's 
energy supply. 

Although based in Belgium, IMEC 
works with partners worldwide to help 
develop and deploy advanced semi- 
conductor technology. Such cooper- 
ative efforts will become increasingly 
important as technology advances and 
R&D becomes ever more costly. Par- 
ticularly in times of economic stress, 
it makes sense for companies to co- 
operate on precompetitive research, 
as IMEC President and Chief Execu- 
tive Officer Gilbert Declerck suggest- 
ed during his ARRM presentation. 

But that's not to say innovation 
can't happen on a smaller scale. Pub- 
lished with this issue of EDN is EDN 
Global Innovators 2008, which high- 
lights how technological innovation 
occurs across the gamut of organiza- 
tional environments — from start-up 
fabless-semiconductor companies to 
large automotive manufacturers. Read 
more at edn.com/global08.EDN 

Contact me at melson@reedbusiness . 
com. 
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1000s of products, 

1 goal: energy efficiency 
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DC-AC Backlight Inverter Solution 2-\ 
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Integrated Switching Regulators 
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-Motor Drive Solution - 
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Note: Fairchild 

provides solutions for 
1 the blue/green 
J shaded boxes. 



Energy-efficient solutions for designers. And their 6 billion neighbors. 



From power analog and power discrete products to online 
tools and FAEs, Fairchild has the resources you need to develop 
energy-efficient designs for power-sensitive applications. 

To download Fairchild's Power Solutions Brochure, please visit 
www.fairchildsemi.com/ power. 




Saving our world, 1 mW at a time™ 



www.fairchildsemi.com 



the 

p wer 

franchise 



HigtTBrightnes^LED'Driver 
36V, 1.2A, 1.4MHz 




24V O- 



C1 



r 

I 



ON | OFF O 

DC or PWM INPUT 



VDD OVP BST 



SW 



MP2481 

EN/DIM 



INGND 



VSS 



FB 



C3 



L1 



Up to 1A 



D1 C2^= LED4 ^ V R1 
LED3^~ 



V LED2' 



LED1 2L 





R2 




Efficiency vs. Input Voltage 

Step-up/down Application 





Works in Buck Mode and Buck/Boost Mode 




90 




1.2A Maximum Output Current 




85 
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Stable with Low ESR Output Ceramic Capacitors 
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Cycle-by-Cycle Over Current Protection 
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Available in MS0P8 Package 
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INNOVATIONS & INNOVATORS 



New approach to in 
solar-cell efficiency 

Advances in solar-cell efficiency usu- 
ally focus on the cell itself: In a mono- 
crystalline-silicon-solar cell, the effi- 
ciency can be as high as 1 8 or 1 9%. However, 
these high figures don't account for the effi- 
ciency—or inefficiency-of the collector elec- 
trodes, which are screen-printed onto the sili- 
con emitter that forms the top of the solar cell. 
This surface collects the sunlight and converts 
it to current. However, today's solar inks sus- 




Narrower collection lines on the surface of 
solar cells can increase cell efficiency by as 
much as 9%. 



k boosts 

to more than 1 7% 

pend within them silver conducting particles 
and typically achieve line widths of 1 20 to 1 75 
microns— wide enough to block sunlight and, 
hence, reduce efficiency. If the lines were any 
narrower, more surface area of silicon would be 
exposed to the sun. 

Five Star Technologies has addressed this 
problem by using a hydrodynamic-cavitation 
process instead of a traditional milling pro- 
cess to create the silver particles in its new 
ElectroSperse S-540 ink. The new technology 
yields finer, size-controlled silver particles with 
lines as narrow as 80 to 100 microns in the 
screen-printing process. The company claims 
that the technology can enhance solar-panel 
efficiency by as much as 9% when more and 
narrower lines contact the panel's silicon emit- 
ter. Tests at the Georgia Institute of Technology 
(www.gatech.edu) revealed cell efficiencies of 
1 7.4% for the monocrystalline cells that Five 
Star produced with ElectroSperse S-540 ink. 

—by Margery Conner 

Five Star Technologies, www.fi vestar 
tech.com. 



(^FEEDBACK LOOP 
"Though the elec- 
tronics industry 
stands to profit 
from the design 
and manufacture 
of white-spaces 
devices, we 
shouldn't effec- 
tively be shut- 
ting out current 
broadcast-TV 
viewers under 
the banner 
of 'progress- 5 " 

—Reader Dan White, in EDN's 
Feedback Loop, at www.edn. 
com/article/CA6602449. Add 
your comments. 



Piccolo processors focus on real-time control for cost-sensitive designs 



Texas Instruments' new Piccolo series TMS320F280xx proces- 
sors integrate a C28x processor core, peripherals, and a CLA 
(control-law accelerator). The devices target price-sensitive con- 
trol applications, such as solar-power microinverters, white goods, 
and LED lighting, that benefit from advanced control algorithms. 
This series of processors is available for prices as low as $2 each 
(high volumes). Devices in the Piccolo F2803x series feature a 
programmable CLA that enables developers to offload control 
algorithms from the main processor. The CLA includes an inde- 
pendent, 32-bit, floating-point-math accelerator. 

On-chip ePWMs (enhanced pulse-width modulators) support a 
frequency modulation as low as 1 50 psec. To reduce system BOM 
(bill-of-materials) costs, these devices include two on-chip oscilla- 
tors that operate at 1 MHz with ± 1 % accuracy. Integrated oscil- 



lators feature triple redundancy and on-chip self-test for compli- 
ance with system-level safety certification, such as the I EC 60730 
safety standard that European white goods require. The power 
architecture enables designers to use a 3.3V supply with an inter- 
nal regulator at voltages as low as 1 .9V to provide brown-out pro- 
tection and power-on-reset support. 

The initial devices support operating speeds of 40 and 60 MHz 
with as much as 1 28 kbytes of flash memory, a 1 2-bit ADC, an 
ePWM, on-chip oscillators, analog comparators, and code com- 
patibility with earlier C2000 devices. To support development with 
these processors, the company plans next month to introduce a 
$49, F280xxx-microcontroller-based, removable controlCard tar- 
get board.-by Robert Cravotta 

Texas Instruments, www.ti.com. 
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High-performance scopes 
enhance serial-data analysis 



LeCroy has introduced the 
SDA 7 Zi oscilloscopes 
with built-in SDA (serial- 
data-analysis) II serial-data- 
debugging software, which the 
manufacturer says redefines 
SDA in oscilloscopes. The 
new scopes go beyond com- 
pliance testing and introduce 
five debugging approaches 
that visually predict BER (bit- 
error rate) directly on the eye 
diagram; provide two methods 
of decomposing jitter, display- 
ing them both numerically and 
with insightful graphics; pro- 
vide a Quick-View feature as 
part of an intuitive eye- and jit- 
ter-breakdown master display; 
measure millions of unit inter- 
vals at speeds as high as 50 
times those of other scopes; 



and integrate both compliance 
testing and SDA ll-debugging 
tools to help you pinpoint the 
cause of UUT (unit-under-test) 
malfunctions. 

SDA II includes the IsoBER 
analysis tool, which extrapo- 
lates eye-diagram data and 
displays contours of constant 
BER directly on the eye. This 
approach helps to quickly 
determine the minimum eye 
opening and detect crosstalk 
by analyzing the eye's vertical 
closure. Standard eye-diagram 
techniques, such as mask test- 
ing, do not allow these mea- 
surements because such tech- 
niques fail to account for verti- 
cal noise and jitter. 

Because their X- Stream II 
architecture is as much as 50 




SDA 7 Zi scopes' innovative displays quickly lead to insights into 
the causes of misbehavior in high-bit-rate serial-data links. 



times as fast as other scope 
architectures, the new instru- 
ments are the first to be able 
to analyze jitter by simultane- 
ously calculating the results of 
two decomposition algorithms. 
The instruments use both tra- 
ditional spectral decomposi- 
tion and normalized Q-scale 
decomposition to account for 
situations in which crosstalk 
or other types of determinis- 
tic jitter masquerade as ran- 
dom jitter and produce incor- 
rect results. (Q is a variable 
that expresses normal prob- 
ability distributions so that they 
appear linear instead of gauss- 
ian.) A color-coded warning 
appears when the two results 
differ, ensuring the display of 
correct jitter values. 

Distinguishing between ran- 
dom and deterministic jitter is 
a crucial part of identifying and 
debugging jitter sources. SDA 
II provides intuitive graphical 
views of jitter decomposition to 
provide faster insight into the 
cause of problems. To under- 
stand deterministic-jitter values 
and their sources, SDA II dis- 
plays a periodic-jitter spectrum, 
which identifies the sources 
that contribute the highest 
values of periodic jitter; an ISI 
(intersymbol-interference) plot, 
which isolates bit patterns that 
contribute the most ISI; and a 
DDJ (data-dependent-jitter) 
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histogram for deeper insight 
into the DDJ distribution. 

SDA 7 Zi scopes extend the 
recently introduced WavePro 7 
Zi Series and come with twice 
the standard memory to cap- 
ture more unit intervals in the 
eye diagram. The fastest eye 
building combines with the 
largest number of unit inter- 
vals per second to yield the 
shortest time to achieving an 
understanding of UUT behav- 
ior. To take full advantage 
of the processing speed, a 
Quick-View display simultane- 
ously shows the eye diagram, 
spectrum, normalized Q-Scale 
jitter decomposition, time- 
interval error, jitter histogram, 
and bathtub curve. You can 
easily reconfigure Quick-View 
to show as many as 35 mea- 
surements and six displays on 
the 1 5.3-in.-diagonal, 16x9- 
aspect ratio, high-resolution, 
touchscreen. Moreover, you 
can extend the work space by 
integrating the view with that 
of an available second display 
that has similar characteristics. 

The SDA 7 Zi features an 
advanced industrial design 
whose removable front panel 
lets you place the control pod 
next to the UUT. A new serial- 
interface bus transfers data 
1 to 1 00 times as fast as do 
older scopes. In addition, the 
TriggerScan and WaveScan 
modes for finding rare events 
shorten the time to debug new 
designs. SDA 7 Zi US prices for 
units that take 40G samples/ 
sec/channel and offer capture 
memory of 20 million points/ 
channel begin at $39,490 for 
2.5-GHz-bandwidth units and 
extend to $69,490 for 6-GHz 
units. You can add SDA II to 
existing WavePro 7 Zi scopes 
for $7995, and you can add 
SDA II to older SDA scopes for 
$3995.-by Dan Strassberg 

LeCroy Corp, www.lecroy. 
com. 
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Our Latest Data Acquisition Innovations 

Programmable Gain Instrumentation Amplifiers 
AD8250, AD8251, and AD8253 

PGIAs offer unmatched speed and precision; require 75% less 
power and are up to 90% smaller than competing in-amps. 

High Precision Dual Amplifier 
0P2177 

60 julV maximum offset, 0.7 jjlV/°C maximum drift, 

8 (jlV/VHz typical low noise, and low power consumption 

for unmatched performance. 

3-Channel, Low Noise, Low Power, 16-Bit and 24-Bit 2- A ADCs 
AD7792 and AD7793 

Complete AFEs for high precision measurement; on-chip amplifier 
allows direct interface of small amplitude signals to the ADC. 

16-Bit, 10 MSPS, 92 dB SNR, 130 mW Power PulSAR® ADC 
AD7626 

Breakthrough performance enables faster, more precise data 
acquisition system designs. 

14-Bit, 125 MSPS, 85 dBc SFDR, Low Power ADC 
AD9246 

Combines excellent SFDR over a wide input bandwidth with 
low aperture jitter to accurately sample high frequency signals. 

High Speed Digital Isolators 
ADuM140x 

Compared to optocouplers, ADI's 4-channel digital isolators offer 
faster data rates, greater reliability with isolation ratings up to 2.5 kV, 
and up to 70% savings in board space. 



See why more engineers want ADI experience 
inside their data acquisition designs. 

Engineers working on data acquisition (DAQ) applications 
depend on Analog Devices to meet the demands of their 
designs and the expectations of their customers. We've taken 
our industry-leading data converters and amplifiers, added 
newly developed instrumentation components— such as high 
speed digital isolators and low jitter clocks— and optimized 
them for DAQ applications. The result is unmatched component 
functionality, reliability, and compatibility with proven 
specifications to shorten the design process and yield 
readings you can trust. 

To learn more about what Analog Devices can do for your own 
world-class designs, order samples, or download data sheets, 
visit www.analog.com/daq-ad1. 



analog is everywhere: 



www.analog.com/daq-ad1 



□ ANALOG 
DEVICES 



p Ise 



RESEARCH UPDATE 



BYRON WILSON 



Energy scavenger 
achieves record power 



Engineers and scien- 
tists have long had an 
intense interest in en- 
ergy-scavenging devices that 
can extract small amounts of 
electrical energy from such 
ambient sources as tempera- 
ture gradients, incident light, 
stress, or vibration. Such de- 
vices can power remote wire- 
less sensors or other low- 
drain electronic devices in in- 
accessible locations without 
the need for periodic battery 
changes. 

Recently, IMEC in Leuven, 
Belgium, announced a record- 



breaking power output from 
such a device: 60 [xW-suf- 
ficient to power a sensor and 
a wireless PAN (personal-ar- 
ea-network connection). The 
previous record was a 40 jxVV 
device. 

The new record-holder is a 
piezoelectric-energy harvest- 
er. The micromachined design 
employs a piezoelectric ca- 
pacitor mounted on a cantile- 
ver. The researchers weighted 
the cantilever at its end to pro- 
duce a resonant frequency at 
500 Hz-well within the range 
of vibrations most machinery 




These piezoelectric-energy harvesters set a record in power 
output: 60 jxW. 



and rotating automobile tires 
produce. This point raises in- 
teresting possibilities for the 
age of mandatory tire-pres- 
sure sensors. 

A unique feature of the de- 
sign is that, instead of choos- 
ing the widely used lead-zir- 
conate-titanate film as a piezo- 
electric material, the research- 



RESEARCHERS EXPLORE NONVOLATILE RESISTIVE RAM 
AS FLASH REPLACEMENT 



As the end of the road 
draws ever nearer for flash 
memory, researchers are 
leaving no stone unturned 
in their attempts to find 
an alternative nonvolatile- 
storage mechanism that 
can scale to processes 
smaller than 32 nm-the 
point at which, many fear, 
flash may run out of gas. 
These explorations have 
encompassed magne- 
toresistive RAM, phase- 
change memory, and a 
number of other mecha- 
nisms. Researchers are, 
however, still investigating 
new materials, perhaps in- 
dicating the lack of defini- 
tive progress in any of the 
other areas. 

IMEC in Leuven, Bel- 
gium, recently announced 
the start of just such a 



major effort aimed at re- 
sistive-RAM technologies 
employing metal-oxide 
films. The researchers are 
not yet committing to a 
chemistry because the 
metal stack, a sandwich 
comprising the top and the 
bottom electrodes and a 
film between them, will be 



one of the primary areas 
of research. 

The area is promising 
because scientists already 
know that a metal-oxide 
film trapped between two 
electrodes can, in some 
cases, exhibit a stable, re- 
versible shift in resistance 
in response to an external 




ers selected aluminum nitride. 
Aluminum nitride is compat- 
ible with CMOS processes, 
making it less expensive to 
fabricate, and engineers could 
potentially integrate it onto a 
monolithic-sensor die, allow- 
ing a lower cost for the har- 
vesters. 
IMEC, www.imec.be. 



Extreme voltage excursions in a resistive-RAM cell cause it to 
switch between stable higher- and lower-resistance states. 



voltage. Researchers can 
then detect the resistance 
by applying a voltage be- 
low the device's switching 
threshold to the cell and 
then measuring the cur- 
rent. This approach allows 
for a simple memory array: 
a crossbar arrangement in 
which the intersection of 
every row and every col- 
umn is a sandwich with a 
dot of metal oxide in the 
middle. 

A great deal of engi- 
neering must take place 
between the researchers' 
demonstration of a stable 
state change for 1 bit in 
a laboratory and the pro- 
duction of a large-scale, 
manufacturable, 22-nm 
memory with acceptable 
retention, durability, and 
speed. IMEC hopes to ad- 
dress all these areas in its 
program. 

IMEC, www.imec.be. 
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Rarely Asked Questions 




Off-Amps f What the Heck Are Off-Amps? 
Op Amps with No Power Applied, of Course. 

Q. What kind of performance 
(pick a parameter, it could be 
input impedance or any other 
op amp specification) can I 
expect from your amplifier... 
when the power is off? 

A» This may seem like a strange ques- 
tion, but as the title says, "Strange stories 
from the call logs..." A few times a year 
we receive questions like this. The spe- 
cifics vary slightly from customer to cus- 
tomer, but ultimately they want to know 
how the off-amp will behave in their cir- 
cuit. A recent customer email asked if the 
high input impedance of a FET amplifier 
would be maintained with the power off 
and a dc voltage at the amplifier input. 
The short answer was no, but they could 
maintain a high input impedance over a 
limited input voltage range by adding a 
few well placed external diodes. 

As you might guess, these questions 
are not always the easiest or quickest to 
answer. We don't test any of our ampli- 
fiers without power, and I don't know any- 
one who does. Getting to the bottom of 
these questions usually requires delving 
into the inner workings of the off-amp at 
the transistor level. The circuit configura- 
tion, external stimulus, and amplifier type 
are all factors when it comes to answering 
questions about off-amps. 

The designer is usually seeking advice 
and guidance on topics such as isolation, 
input impedance, current limiting, and 
protecting the off-amp under a variety of 
conditions. The advice we most often pre- 
scribe is to limit the current entering the 
off-amp. It's surprising how many sneak 




paths there are within an off-amp. One of 
the first elements that comes into play is 
the off-amp's electrostatic discharge (ESD) 
protection diodes. With an amplifier con- 
figured for unity gain, for example, 1 V on 
the noninverting input is enough to fully 
turn on an ESD diode. Without current 
limiting, the diode and even the amplifier 
can be destroyed. We recommend that 
current entering an input or output of an 
off-amp be limited to approximately 5 mA 
or less. In many cases, a series resistor is 
all that is needed. At other times, addi- 
tional components may be required to 
ensure proper protection of the off-amp. 

Next time you come upon an off-amp, 
remember that limiting the current is 
paramount, but a fool proof method of 
protecting an off-amp is to make sure 
everything else in the circuit is switched 
off as well! 



To Learn More About 
Op Amp Performance 

Go to: http://designnews.hotims. 
com/22267-101 
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SIGNAL INTEGRITY 




BY HOWARD JOHNSON, PhD 



Differential coupling 

The best-performing, highest-quality, and likely also most ex- 
pensive differential link you will ever encounter appears on 
the front panel of an Agilent differential-network analyzer. 
This spectacularly intricate piece of technology measures 
differential- and common-mode waveforms going through 
a test circuit in both forward and reverse directions. It is the 
gold standard for measurement accuracy when characterizing differen- 
tial-circuit elements. 



An ordinary network analyzer needs 
only two ports. The two ports make in 
and out connections to your test cir- 
cuit. In operation, one port at a time 
emits a standard test signal while the 
other measures the received-signal 
level. The recorded gain, after correct- 
ing for all known losses in the mea- 
surement apparatus, equals the trans- 
mission gain through your test circuit. 

The same appa- 
ratus also measures 
the input and out- 
put impedance of 
the test circuit. In 
that mode, one port 
at a time emits a 
standard test sig- 
nal while measur- 
ing the level of sig- 
nals reflected back 
from the test-circuit 
interface. Reflection measurements 
are quite sensitive to delays and loss- 
es in the equipment cables. The cables 
must be carefully calibrated before 
making any kind of impedance (Sll 
or S22) measurements. 

A differential-network analyzer 
works along the same principles, ex- 
cept that each port stimulates the cir- 
cuit with either a differential- or a 
common-mode signal. Each port dis- 



tinguishes the same types of signals at 
its point of measurement. Those fea- 
tures give the instrument tremendous 
flexibility in measuring all patterns of 
differential-to-differential or differen- 
tial-to-common-mode effects. 

If you expect the analyzer to pro- 
vide data of utmost precision, the ca- 
bles connecting the analyzer to the 
device under test must be of the high- 
est quality. Obviously, they must con- 
vey differential signals with extreme 
clarity. 

What kind of cables do you think 
the engineers at Agilent chose for 
their differential link? If you had to 
pick a differential-transmission me- 
dium that performed well beyond 20 
GHz, what would you pick? Would 
you use a super-tightly coupled differ- 
ential twisted pair, a quad configura- 
tion, or something more exotic? 

Think again. Port 1 on the Agi- 
lent differential-network analyzer uses 
two single-ended coaxial cables. It is 
that simple. Port 1 stimulates the dif- 
ferential mode of transmission at your 
test circuit using two completely inde- 
pendent, totally uncoupled, not-even- 
near-each-other coaxial cables. Port 
2 uses a second pair of coaxial cables, 
making four cables in all. 

The coaxial cables are precisely 



symmetric. They are also beautifully 
shielded and have very low loss. The 
system performance hinges on their 
extreme symmetry, not tight coupling. 
The engineers who built this equip- 
ment knew what they were doing. Dif- 
ferential links do not need tight cou- 
pling to work effectively. 

The same theory applies to your 
PCB (printed-circuit board). The in- 
dividual elements of a differential pair 
need not be pressed close together. 
They do their job, as long as they are 
symmetric with respect to the nearest 
reference plane and are precisely the 
same length. 

If layout density is your greatest 
concern, then pressing the elements 
of each differential pair close together 
may make sense. Pressing them close 
does save space. To save that space, 
however, you must first determine 
how skinny to make the lines to attain 
the correct differential impedance and 
deal with the inherent manufactur- 
ing uncertainties of making tiny, thin 
PCB traces. 

On the other hand, if density is not 
a great concern, then leave your traces 
relatively widely spaced, as you would 
any ordinary traces on the same board. 
Control crosstalk by pushing other 
traces far away. When you change 
reference planes or go through pack- 
age or connector boundaries, make 
sure the traces of each pair are skew- 
aligned with respect to the receiver. 

With these simple rules, your traces 
may not perform as well as the highly 
vaunted Agilent differential-port in- 
terface, but they will do as well as any 
other differential traces ever laid on a 
PCB.EDN 

Howard Johnson, PhD, of Signal Con- 
sulting, frequently conducts technical 
workshops for digital engineers at Oxford 
University and other sites worldwide. 
Visit his Web site at www.sigcon.com or 
e-mail him at howie03@sigcon.com. 
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Figure 1 Dell's 
XPSM1330 proved 
to be a capable test 
bed for my hard- 
drive and solid-state- 
drive project. 



SOLID-STAT 

DRIVES CHALLENGE 

HARD DISKS 

HARD-DISK-DRIVE VENDORS ASSERT THAT MORE-THAN-50-YEAR-OLD 
ROTATING STORAGE WILL REMAIN RELEVANT FOR MANY YEARS TO 
COME. SOLID-STATE-DRIVE SUPPLIERS SCOFF AT THESE CLAIMS, CALL- 
ING HARD-DISK TECHNOLOGY A HAS-BEEN. WHICH CAMP IS RIGHT? 

BY BRIAN DIPERT • SENIOR TECHNICAL EDITOR 

udging from both direct feedback and EDN's Web- 
site-traffic statistics, engineers have broad in- 
terest in the tug of war between currently domi 
nant magnetic hard drives and rapidly 
rising flash-memory-based solid-state 
drives. As a result, this hands-on proj- 
ect focuses on that technological bat- 
tle. The project will live on as a series of 
online addenda (see sidebar "Head to the Web 
drive data")* If cost per gigabyte is your dominant 
and especially if you measure your storage needs 
gigabyte capacities, hard drives are currently your 
. Flash-memory costs are continually plummeting, 

however. The widespread production ramp-up of cost-effective 
MLC (multilevel-cell) technology has accelerated flash-memory 
prices' downward trend. 

Regularly revisiting the comparison of hard-disk drives with solid- 
state drives makes sense, therefore, particularly considering that the 
burgeoning per-platter capacities of hard-disk drives may eliminate them 
from contention if your design's storage demands don't need that much 
capacity. Solid-state storage also delivers additional potential ben- 
efits: It lacks a motor to drive one platter or multiple 
platters spinning at thousands of rotations per min- 
ute. It also lacks a vacillating read/write head — or sev- 
heads — hovering only a few millionths of an inch above the 
magnetic material. The lack of these attributes gives solid-state drives better 
shock tolerance; long-term reliability; and, depending on your usage scenario, power 
consumption than hard-disk drives. 

Solid-state drives are also immune to magnetic-field-cultivated data-corruption 
effects, and they operate silently. Plus, the lack of rotating-media- incurred delays 
can deliver tangibly shorter seek times for solid-state drives than for hard-disk drives. 
This performance is especially noticeable with systems requiring a lot of random- 
access tasks, and it is particularly so when most of those accesses are reads rather 
than writes. Access performance is the focus of this article. 





for more hard- 
storage metric 
in triple-digit- 
likely choice 





Figure 2 Addonics 
Technologies' 
ExpressCard eSATA 
adapter (a) and 
portable dual-drive 
RAID enclosure (b) 
were among the key 
pieces of hardware 
I employed. 
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I had originally planned to use the 
same Apple MacBook I employed for an 
earlier article (Reference 1)- Doing so 
was conceptually appealing due to the 
fact that the device lets you boot OS X 
not only from an optical disc or inter- 
nal hard drive but also from a Fire Wire- 
tethered or, with newer Intel CPU-based 
systems, USB-tethered external hard- 
disk drive. I therefore obtained a generic 
S ATA ( serial-advanced- technology-at- 
tachment) -extender cable that mates 
with the system's internal-drive connec- 
tor and enables hot-swap of drives under 
test. I also got a 2.5-in. IEEE 1394 SATA 
enclosure from Addonics Technologies 
for my system's main drive. Although 
I own plenty of USB 2 enclosures, a 
Fire Wire alternative was appealing both 



AT A GLANCE 

□ Careful system-component 
selection is essential to ensuring 
that storage subsystems succeed 
or fail without unfair hindrance by 
bottlenecks out of their control. 



□ The rotations-per-minute figure 
is only one of several fundamental 
parameters that define hard-disk- 
drive performance; also consider 
areal-storage density, cache-buffer 
size, and other specifications. 



□ MLC (multilevel-cell)-flash-memo- 
ry-based solid-state drives trade off 
lower read and write performance, 
at least in theory, for lower cost per 
gigabyte than their SLC (single- 
level-cell)-based solid-state-drive 
counterparts. 




because the data- interface cable would 
also supply sufficient current to power 
the hard-disk drive and because of the 
interface's likely faster performance than 
USB 2 (Reference 2). 

Upon further analysis, however, my 
first-pass strategy began to dissolve. To 
use the SATA-extender cable, I would 
have had to remove the system battery 
and therefore run the system solely off 
ac power. Unfortunately, MacBooks au- 
tomatically throttle the system clock 
down to 1 GHz when no battery is pres- 
ent (Reference 3). This quirk wasn't a 
deal breaker; between drive tests, I'd al- 
ternatively just need to power down the 
system, remove the battery, swap drives, 
replace the battery, and boot up again. 
I then discovered, however, that the 
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(d) 

Figure 3 I tested Seagate's 7200-rpm hard-disk drive (a) and Western Digital's 5400-rpm drive (b) and 2.5- and 3.5-in., 1 0,000-rpm 
units (c and d). 



HEAD TO THE WEB FOR MORE HARD-DRIVE DATA 



When Intel introduced its SLC 
(single- level -eel I) and MLC (mul- 
tilevel-cell)-f lash-memory-based 
solid-state drives at mid-August's 
Developer Forum, officials indicated 
that the company would within 90 
days be shipping SLC-derived units. 
In mid-October, though, the company 
announced that SLC solid-state drives 
were ready for sale, one month ear- 
lier than previously indicated. As a 
result, I hope to have my hands on a 
review unit-or, preferably, two units, 
for RAID testing-by mid-November. 
I'll pass along benchmark results on 
the Brian's Brain blog on EDM's Web 
site at www.edn.com/briansbrain. 
I'm especially curious to see whether 



these drives outperform their already- 
tested MLC relatives in write perform- 
ance. Micron has also been since mid- 
July promising solid-state drives for 
review, but shipping schedules have 
steadily slipped. If the company's 
vows ever translate into hardware in 
hand, I'll also use the blog to transfer 
these drives' stats to you. For the 
drives that I've tested for this project, 
I'll provide downloadable links for the 
raw Sandra ASCI I -text- report files, 
along with an Excel-spreadsheet con- 
solidation of their data. 

I also plan for the online aug- 
mentation of this article to include 
a description of the Sandra tests I 
ran for this project so that you can 



understand what holes might exist 
in my research. You might want to 
plug these holes or address concerns 
about your unique design criteria 
with findings from your own proj- 
ects. I'll include not only relevant 
sections of Sandra's user guide but 
also more in-depth explanations that 
SiSoftware's Adrian Silasi, lead pro- 
grammer for the company's Sandra 
program, crafted at my request. 
Finally, I'll explain why-aside from 
practical manpower and time con- 
straints-! didn't pursue additional 
benchmarking, such as system boot 
time, application-specific launch 
time, power consumption, and bat- 
tery-life comparisons. 
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core-logic chip set in my MacBook sup- 
ports only SATA's first-generation 1.5- 
Gbps speeds. Almost all of the drives I 
would be testing were S ATA/3 00 — that 
is, 3 Gbps, and I didn't want the chip set 
to act as an artificial constraint on their 
full performance potential. 

Instead, I went with my Windows Vis- 
ta-based Dell XPS M1330 laptop, whose 
Santa Rosa ICH8M chip set complies 
with S ATA/300 (Figure 1 and Table 1). 
I then faced another quandary, howev- 
er: You can't boot Windows Vista from 
an external hard drive. Instead, I could 
have cloned a common NTFS (New 
Technology File System) image to each 
hard-disk and solid-state drive I was 
testing, sequentially installing each in 
the system's internal drive bay. When- 
ever I booted the XPS M1330, however, 
I'd need to revalidate the operating sys- 
tem with a new registration key because 
the detected hardware change would 
prompt a Windows-product-activation 
alert. 

Instead, I dodged the hassle by using 
Addonics' ExpressCard eSATA (exter- 
nal-SATA) adapter to test the hard- 
disk and solid-state drives (Figure 2). 
Because ExpressCard's 2.5 -Gbps speed 
places a limitation on SATA's 3 -Gbps 
performance, I couldn't run the drives 
at their highest possible transfer rates. 
My mass-storage-benchmark program of 
choice, as has been the case in many past 
projects, is SiSoftware's Sandra. This 
time around, I used the company's free 
latest version, the 2000 Lite edition. 

In addition to the hardware that Ad- 
donics provided, Bill Kwong, the compa- 
ny's president, also donated an eSATA- 
to-SATA adapter cable; a stand-alone 
SATA power supply; and, because I had 
the good fortune to get my hands on 
two Intel solid-state drives, a dual-slot 
eSATA enclosure capable of RAID (re- 
dundant-array-of- inexpensive-disks) 0, 
JBOD (just-a-bunch-of-disks), RAID 1, 
and other multidrive-mode operation. As 





Figure 4 I used two of Intel's multilevel- 
cell flash-memory-based solid-state 
drives (a), which enabled me to do some 
interesting RAID testing. I also tested 
a single-level-cell solid-state drive from 
Samsung (b) and an older design from 
Sandisk (c). 



you'll soon see, the dual-slot enclosure 
yielded unexpected results. 

Figure 3 and Table 2 depict the hard- 
disk drives I evaluated for this project. 
Note that all the hard drives are recent- 
generation units. This selection was in- 
tentional because it ensured that all of 
the drives employed high-capacity PMR 



(perpendicular-magnetic-recording) 
technology. An earlier longitudinal-re- 
cording-based drive would have had a 
lower bits-per-square-inch areal density 
and would consequently incur a substan- 
tially lower transfer rate than PMR at 
given rotations-per-minute figures. Suc- 
cessive PMR- technology iterations have 
been delivering incremental storage ca- 
pacities, however, so the rotations-per- 
minute-normalized bit-packing metrics 
of the drives I tested aren't necessarily 
equivalent. For example, Seagate sent 
me a Momentus 7200.2 drive instead of 
a newer and denser 7200.3 unit. 

Unfortunately, I couldn't obtain a 
4200-rpm hard-disk drive; such drives 
find use in ultralow-cost and ultralow- 
power — albeit ultralow-performance — 
applications as well as in systems that 
strive to squeeze the maximum storage 
from a platter. Such drives are largely 
falling out of favor, however, as 5400- 
rpm variants become more power-ef- 
ficient, dense, and cost-effective over 
time. My single-platter, 5400- and 7200- 
rpm drives came from Western Digital 
and Seagate, respectively, and Western 
Digital also supplied me with high-end, 
10,000-rpm units. On a hunch, I test- 
ed both the company's 2.5- and 3. 5 -in. 
VelociRaptor drives; the 3. 5 -in. device 
comprises an IcePack heat sink sur- 
rounding a 2.5 -in. drive. According to 
the company, the two drives should de- 
liver identical results, but they didn't, 
perhaps because of differences in their 
firmware. 

To understand why I included three 
solid-state drives in this project, you 
need to first understand some high- 
level differences between SLC (single- 
level cell)- and MLC-flash technology 
(Figure 4 and Table 3). Intel's drive 
employs MLC techniques. It stores 2 
bits of information within each flash- 
memory- array transistor by equating 
a unique 2 -bit data combination with 
each of four possible charge amounts 



TABLE 1 SYSTEM SPECIFICATIONS 


Model 


Dell XPS M1 330 


Operating system 


Microsoft Windows Vista Ultimate SP1 , 32-bit 


CPU 


Intel Core 2 Duo T5450: 65-nm, 1 .66-GHz-core-clock, 667-MHz-front-side-bus Merom with a 2-Mbyte L2 cache 


Core-logic chip set 


Intel Santa Rosa Mobile 965 Express with GMA X31 00 integrated graphics and ICH8M south bridge 


Memory 


4-Gbyte Kingston DDR2-667 comprising two 2-Gbyte SoDIMMs 


Integrated hard- 


Seagate ST91 60821 AS (Momentus 5400.3, SATA/1 50 interface, 5400-rpm, 8-Mbyte cache buffer) 
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(c) 



BUFFERED WRITE 

(MBYTES/SEC) 



SEQUENTIAL WRITE 

(MBYTES/SEC) 



RANDOM WRITE 

(MBYTES/SEC) 



| INTEL 80-GBYTE MLC SOLID-STATE DRIVE (SINGLE) 

■ INTEL 80-GBYTE MLC SOLID-STATE DRIVE 
(DUAL, HARDWARE RAID 0) 

■ INTEL 80-GBYTE MLC SOLID-STATE DRIVE 
(DUAL, SOFTWARE RAID 0, SINGLE SYSTEM CONNECTION) 

■ INTEL 80-GBYTE MLC SOLID-STATE DRIVE 
(DUAL, SOFTWARE RAID 0, DUAL SYSTEM CONNECTIONS) 

■ SAMSUNG 64-GBYTE SLC SOLID-STATE DRIVE 

■ SANDISK 32-GBYTE SLC SOLID-STATE DRIVE 

■ SEAGATE 200-GBYTE, 7200-RPM HARD-DISK DRIVE 

■ WESTERN DIGITAL 320-GBYTE, 5400-RPM 
HARD-DISK DRIVE 

■ WESTERN DIGITAL 300-GBYTE, 10,000-RPM, 
2.5-IN. VELOCIRAPTOR 

■ WESTERN DIGITAL 300-GBYTE, 10,000-RPM, 
3.5-IN. VELOCIRAPTOR 



Figure 5 Sandra's File Systems results provided a solid foundation for subsequent analysis: random -access time (a), various read 
tests (b), and an assortment of write experiments (c). 



on the transistor's floating-gate struc- 
ture- This arrangement translates to 
three threshold levels that act as the 
boundary conditions- Sensing the ex- 
act charge value during read operations 
takes more time than does the tradi- 



tional SLC approach, which differen- 
tiates between only two charge-quan- 
tity states — that is, a single threshold 
level. However, MLC extracts 2 bits' 
worth of information at a time — versus 
1 bit per transistor access for SLC — 



counterbalancing the extended MLC- 
read-access delay. 

MLC performance suffers even more 
during write operations, however. De- 
positing a precise number of charge 
electrons on the floating gate is critical 



TABLE 2 HARD-DISK-DRIVE SPECIFICATIONS 



Supplier 


Product 


Capacity 

(G bytes) 


Interface 


Cache-buffer 
size (Mbytes) 


Speed (rpm) 


Seagate 


ST9200420ASG Momentus 7200.2 


200 


SATA/300 with native- 
command queuing 






Western Digital 


WD3200BEVT Scorpio Blue 


320 


SATA/300 with native- 
command queuing 






Western Digital 


WD3000BLFS (2.5-in. VelociRaptor 
Version 4.0) 


300 


SATA/300 with native- 
command queuing 


16 


1 0,000 


Western Digital 


WD3000GLFS (3.5-in. VelociRaptor 


300 


SATA/300 with native- 
command queuing 


16 


1 0,000 
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RANDOM-ACCESS 
READ TIME 

(a) (mSEC) 



(c) 



FULL-STROKE-ACCESS 
READ TIME 

(mSEC) 




RANDOM-ACCESS 
WRITE TIME 

(mSEC) 



FULL-STROKE-ACCESS 
WRITE TIME 

(mSEC) 



140 



120 



100 



80 




READ SPEED AT READ SPEED AT READ SPEED AT READ SPEED AT READ SPEED AT 

POSITION 0% POSITION 23% POSITION 47% POSITION 70% POSITION 93% 

(b) (MBYTES/SEC) (MBYTES/SEC) (MBYTES/SEC) (MBYTES/SEC) (MBYTES/SEC) 

120 



80 ! 



40 ! 



(d) 



o a 

WRITE SPEED WRITE SPEED WRITE SPEED WRITE SPEED WRITE SPEED 

AT POSITION 0% AT POSITION 23% AT POSITION 47% AT POSITION 70% AT POSITION 93% 

(MBYTES/SEC) (MBYTES/SEC) (MBYTES/SEC) (MBYTES/SEC) (MBYTES/SEC) 



| INTEL 80-GBYTE MLC SOLID-STATE DRIVE (SINGLE) 



| INTEL 80-GBYTE MLC SOLID-STATE DRIVE 
(DUAL, HARDWARE RAID 0) 



| SAMSUNG 64-GBYTE SLC SOLID-STATE DRIVE 



SANDISK 32-GBYTE SLC SOLID-STATE DRIVE 

| SEAGATE 200-GBYTE, 7200-RPM HARD-DISK DRIVE 

| WESTERN DIGITAL 320-GBYTE, 5400-RPM 
HARD-DISK DRIVE 



| WESTERN DIGITAL 300-GBYTE, 10,000-RPM, 
2.5-IN. VELOCIRAPTOR 



| WESTERN DIGITAL 300-GBYTE, 10,000-RPM, 
3.5-IN. VELOCIRAPTOR 



Figure 6 Eliminating the operating-system intermediary with the Physical Disks benchmarks resulted in additional useful data: average 
and percentage-of-total-capacity-dependent read-access times (a and b, respectively) and average and percentage-of-total-capacity- 
dependent write-access times (c and d, respectively). 



TABLE 3 SOLID-STATE-DRIVE SPECIFICATIONS 



Supplier 


Product 


Capacity (G bytes) 


Interface 


Cache-buffer size 


Intel 


SSDSA2MH080G 1 5E 


80 (multilevel cell) 


SATA/300 with native-command queuing 


Not reported 


Samsung 


MCCOE64G5M PP-0VA 


64 (single-level cell) 


SATA/300 with native-command queuing 


64 Mbytes 


Sandisk 


SDS5C-032G-000000 


32 (single-level cell) 


SATA/150 
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Integration 
Makes Life Easier 

Melexis introduces three new 
Low- Cost SensorEyeC™ Optical 
Sensor ICs, each with integrated 
amplifier, output stage and temperature 
compensation included in one chip. 




MLX75303 Optical Switch SensorEyeC™ 
MLX75304 Light- to- Frequency SensorEyeC™ 
MLX75305 Light-to-Voltage SensorEyeC™ 



The Melexis Sensor EyeC™ 
Family uses unique and 
patented open-cavity package 
technology which combines 
high robustness (including 
solder reflow of 260°C) with 
an unobstructed optical path. 



Two open-cavity packages are available: 
SOIC8 and a small size DFN package that 
only measures 3mm x 3mm x 0.65mm. 
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| INTEL 80-GBYTE MLC SOLID-STATE DRIVE (SINGLE) 



| INTEL 80-GBYTE MLC SOLID-STATE DRIVE 
(DUAL, HARDWARE RAID 0) 



INTEL 80-GBYTE MLC SOLID-STATE DRIVE 

(DUAL, SOFTWARE RAID 0, SINGLE SYSTEM CONNECTION) 



| INTEL 80-GBYTE MLC SOLID-STATE DRIVE 
(DUAL, SOFTWARE RAID 0, DUAL SYSTEM CONNECTIONS) 



SAMSUNG 64-GBYTE SLC SOLID-STATE DRIVE 



SANDISK 32-GBYTE SLC SOLID-STATE DRIVE 
I SEAGATE 200-GBYTE, 7200-RPM HARD-DISK DRIVE 



| WESTERN DIGITAL 320-GBYTE, 5400-RPM 
HARD-DISK DRIVE 



| WESTERN DIGITAL 300-GBYTE, 1 0,000-RPM, 
2.5-IN. VELOCIRAPTOR 



| WESTERN DIGITAL 300-GBYTE, 1 0,000-RPM, 
3.5-IN. VELOCIRAPTOR 



Figure 7 Sandra's Removable Storage test quantified drive performance as a function of 
file payload size: 51 2 bytes (a), 32 kbytes (b), 256 kbytes (c), 2 Mbytes (d), 64 Mbytes 
(e), and 256 Mbytes (f). 
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to ensuring accurate subsequent read- 
back results, particularly when you con- 
sider that the ensuing data alteration of 
adjoining transistors can result in minor 
charge disturbances of the transistor in 
question. SLC-write operations, con- 
versely, can be more brute force in na- 
ture and consequently faster. Therefore, 
I tested one SLC-based solid-state drive 
from Samsung, another from Sandisk, 
and an MLC-based drive from Intel. 
Sandisk's drive is nearly two years older 
than Samsung's; embryonic solid- state - 
drive technology is on a rapid improve- 
ment ramp, according to the suppliers. I 
wanted to see whether that claim trans- 
lated to noticeable benchmark differ- 
ences between the two SLC-solid-state- 
drive contenders. 

FLASHY FILE-SYSTEM RESULTS 

Sandra's File Systems test encompass- 
es the Windows Vista SP1 intermediary, 
meaning that it operates at the INT 21 
level, not the INT 13 BIOS level (Fig^ 
ure 5). The results show that Sandra 
rounds up all access-time measurements 
to the nearest millisecond, thereby ex- 
plaining why all of the solid-state drives 
reported 1-msec random-access times. 
Future Sandra versions will deliver mi- 
crosecond-level precision, however, ac- 
cording to Adrian Silasi, lead program- 
mer for the Sandra team at SiSoftware. 
Nonetheless, solid-state-storage subsys- 
tems' random-access ability gives them 
a clear advantage over rotating-media 
alternatives. Solid-state drives' read- 
performance advantages over hard-disk 
drives predictably become more ap- 
parent with more random- access pat- 
terns. A close parity also exists between 
Western Digital's 5400-rpm drive and 
Seagate's 7200-rpm alternative, perhaps 
reflecting the fact that the newer West- 
ern Digital drive employs a more aggres- 
sive PMR-areal-density specification. 

The older Sandisk SLC-flash-memo- 
ry-based solid-state drive also lags behind 
both the Intel MLC- and Samsung SLC- 
flash-memory-based solid-state drives in 
both read and write tasks. I suspect that 
the Sandisk unit's lack of an onboard 
RAM buffer is partly to blame. In con- 
trast, Samsung's solid-state drive report- 
edly embeds a massive 64-Mbyte buffer. 
Intel declined to reveal a cache-buffer 
size for the company's solid-state drives. 
Other reasons for the Sandisk drive's in- 



{+} See the "Solid-state-drives-chal- 
lenge-hard-disk drives" posts at www. 
edn.com/briansbrain for supplemental 
information on this article's topics. 

E] Go to www.edn.com/081 113df 
and click on Feedback Loop to post 
a comment on this article. 

EE For more technical articles, go to 
www.edn.com/features. 



ferior showing may be the fact that it uses 
an earlier-generation, lower-performance 
NAND-flash-memory foundation, and 
the fact that it simultaneously accesses 
fewer flash-memory components. 

Another surprise occurred when I 
compared the single-drive-read perform- 
ance of Intel's solid-state drive with the 
dual-drive-RAID 0-striped performance 
in Addonics' enclosure: Addonics' dual- 
drive configuration operates at a lower 
speed than a single Intel device. The 
Addonics portable dual-drive-RAID en- 
closure embeds a Silicon Image Steel- 
Vine SATA RAID processor. Based on 
the numbers, I suspect that this proces- 
sor was acting as a performance bottle- 
neck to the solid-state drives behind it. 
I therefore added two other hardware 
configurations to my test suite. The 
first continued to employ only the Ad- 
donics enclosure; instead of configuring 
the drives in hardware-RAID mode, 
however, it used a J BOD configuration. 
Windows Vista's built-in software run- 
ning on an Intel CPU alternatively per- 
formed RAID striping, increasing per- 
formance. For my final test, I left one 
Intel solid-state drive in the Addonics 
enclosure but tethered the other one 
directly to the second eSATA port in 
the ExpressCard adapter. Again, mov- 
ing the performance bottleneck closer 
to the Dell laptop resulted in a perfor- 
mance boost. 

Solid-state-drive results differed some- 
what in the write tests, although the 
overall hardware-versus-software RAID 
trends held steady. Dual-drive writes 
completed faster than single-drive coun- 
terparts, even when I controlled them 
with hardware within the Addonics en- 
closure. This result reflects the fact that 
dual-drive RAID parallel-write strip- 
ing inherently counterbalances slow 
MLC-flash-memory writes. Don't con- 
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elude from these statistics that hardware 
RAID is inherently bad- I ran my tests 
with a lightly used system CPU; the soft- 
ware-RAID results may have been sub- 
stantially worse in a more heavily loaded 
situation, whereas the hardware-RAID 
outcomes would have been largely inde- 
pendent of CPU loading. As I expected, 
too, Samsung's SLC-flash-memory solid- 
state drive outperformed Intel's MLC- 
based alternative on single-drive-write 
tests. 

PHYSICAL-DISK DEDUCTIONS 

After removing the operating-system 
intermediary, I tested to see how these 
drives would respond to Sandra's Physical 
Disks direct-access analyses, which pro- 
vide not only average access times for the 
entire drive but also statistics for various 
capacity thresholds across the drive (Fig^ 
ure 6). In examining the data, remember 
that the drives I tested for this project had 
various capacities. One of the first things 
you'll probably notice is that the hard- 
disk drives all exhibit classic access-per- 
formance degradation as the read/write 
heads move across the platters, whereas 
solid-state-drive-access speeds are consis- 
tent across the capacity range. 

Again, you'll see worse performance 
for a hardware-RAID read for the two- 
drive-striped Intel solid-state configura- 
tion using Addonics' enclosure than that 
of the single-drive alternative. Unfor- 
tunately, in this case, I couldn't test the 
software-RAID-substitute approach be- 
cause it would have required that I par- 
tition the setup with an NTFS format, 
which is incompatible with Sandra's 
Physical Disks test requirements. Note, 
too, the degraded write performance for 
several of the hard-disk drives at both 
extremes of their capacity ranges. Also, 
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although the 2.5- and 3.5-in., 10,000- 
rpm Western Digital drives are suppos- 
edly identical at their cores and conse- 
quently had comparable read-access at- 
tributes, the 3.5-in. drive, which comes 
with a heat sink, delivered considerably 
higher write performance than its 2.5 -in. 
sibling. 

To gain an even greater understand- 
ing of the drives' capabilities, I turned 
to Sandra's Removable Storage tests, 
which subjected the storage subsystems 
to read and write sequences comprising 
six file sizes (Figure 7). As you peruse 
the results, you'll likely notice that the 
drives' designers optimized firmware and 
other factors for certain file sizes — to the 
detriment of others. Again, look at the 
write performance of the two supposedly 
identical, 10,000-rpm Western Digital 
drives: Whereas the 2.5 -in. drive held 
the lead with small payloads, its 3.5-in. 
counterpart surpassed it once file sizes 
exceeded the 1 -Mbyte threshold. And, 
because I was working with NTFS-for- 
matted drives, I was able to test all three 
RAID configurations with the two 
Intel solid-state drives.EDN 
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ALTHOUGH THE DEFINITIONS 
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MOVING TARGETS, SOME 
LONG-PROMISED 3G 
CAPABILITIES ARE STARTING 
TO APPEAR. MEANWHILE, 
4G DEPLOYMENTS HAVE 
BEEN DELAYED EVEN FURTHER. 




break? 






The rollout of 3G (third-generation) wireless data networks 
began in Japan as early as 2001, but the first 3G network 
didn't appear in the United States until 2002. Major roll- 
outs began here a few years later. With the release of Ap- 
ple's iPhone 3G in July, consumer expectations about 
media availability and access began running high. The 
appearance of competitive 3G phones, such as Google's 
open-standard, no-license-fee, OS-based Android plat- 
form, will likely drive those expectations even higher (see 
sidebar U 3G handsets"). But is the entire network infrastructure ready for 
simultaneous data download and upload traffic by even half of the world's 
3 billion cell-phone users if they all decide to attempt social networking, 
mobile- video transactions, or both at the same time? Even though new 4G 
(fourth-generation) standards are in the offing for improving latency and 
other problems in cell-access networks, what about the backhaul networks, 
head ends, and network cores? 



Whether 3G networks are well under way 
or just beginning depends on your geographic 
location, how you define the set of features, 
and which part you are considering: network 
infrastructure, data services, or handsets. The 
definitions of 3 and 4G-network technologies 
and services and the boundaries between gen- 
erations have shifted over the last few years 
(see sidebar "3 and 4G definitions and tech- 
nologies" in the Web version of this article 
at www-edn.com/081113cs)- To some extent, 
this situation is happening because 3G-net- 
work buildouts, handset development, and 
data services did not become available to- 
gether in lock step- Originally, 3G meant da- 
ta services — not just texting, e-mail, and IM 
(instant messaging), but also full-fledged Web 
browsing and data downloads and uploads 
over high-speed Internet-broadband links, 
as well as video-telephone calls. Yet, current 
3G networks and services have been unable 
to deliver sustained data rates high enough to 
support video of 10 Mbps or more. 

Meanwhile, even more air-interface stan- 
dards have proliferated, especially if you 
count shorter-range wireless protocols, such as 
Wi-Fi and Bluetooth. A not-uncommon view 
of what 4G mobile devices will accomplish 
is the ability to handle several air interfaces 
from multiple base stations and negotiate 
with them more or less simultaneously while 
processing multiple types of data and services 
switching in real time. This ability was one 
early vision of 3G. 

The ITU (International Telecommunica- 



tions Union) has defined 3G wireless com- 
munications under the IMT-2000 standard 
and named five qualifying air interfaces: W- 
CDMA (wideband-code-division multiple ac- 
cess), CDMA2000, TD-CDMA/TD-SCDMA 
(time-division CDMA/time-division-synchro- 
nous CDMA), EDGE (enhanced-data-rates- 
for-global evolution), and DECT (digital-en- 
hanced-cordless telecommunications). Last 
year, the ITU added mobile WiMax (world- 
wide interoperability for microwave access) as 
a sixth. Nearly every major operator has 3G to- 
day, says Allen Nogee, In-Stat's principal ana- 
lyst for wireless technology and infrastructure. 

Yet, according to a new In-Stat study, says 
senior analyst Gemma Tedesco, through 2012, 
most cell subscriptions will be for GSM (glob- 
al-system-for-mobile) communications, a 2G 
technology, and the 2.5G GPRS (general- 
packet-radio service) (Figure 1 and Reference 
1). "Even CDMA2000 is being used only for 
texting and voice, not for data," she says. HSPA 
(high-speed packet access) has grown in West- 
ern Europe, but, even in 2013, there will still 
be huge amounts of GPRS and EDGE. Most 
operators in the world haven't built out 3G 
networks. Where they have, such as in Asia 
and most of South America, not all cell us- 
ers have 3G-capable devices. In the United 
States, most operators have 3G networks, and 
lots of users have 3G devices without paying 
for 3G data service. "So, 3G is not really here 
yet around the world," she says. 

Meanwhile, according to recent In-Stat re- 
search, although carriers rolled out many new 



1 



3(p networks worldwide in 2007, overall 
• /> shipments of cell base stations in 2008 
^ '^declined considerably (Reference 2). 
"New 3G networks are continuing to 

SUBSCRIPTIONS 

(BILLIONS) 




2007 2008 2009 2010 2011 2012 2013 

■ GSM GPRS AND EDGE/EDGE+ ■ HSPA/HSPA+ 

■ CDMA2000 AND CDM AONE ■ LTE 

■ CDMA2000 EVDO RELEASE 0+ ■ TD-SCDMA 

■ W-CDMA MOBILE WIMAX 

Figure 1 Through 201 2, most cell sub- 
scriptions will be for GSM, a 2G tech- 
nology, and the 2.5G GPRS (courtesy 
In-Stat). 



be deployed," says In-Stat's Nogee in a 
press release- "However, the worldwide 
economy has been faltering, subscriber- 
GSM growth — even in fast-growing de- 
veloping areas — is starting to slow, and 
wireless broadband use, while growing, is 
not growing fast enough for operators to 
spawn continued base-station growth." 

Many industry observers talk about 
nimbleness and flexibility, so that cell 
phones and other access devices, such 
as notebook PCs, will make the most ef- 
fective connection possible, given the 
application, the location, and the avail- 
able services and networks. The picture 
that emerges is a patchwork of multiple 
broadband-wireless-access technologies 
and services. To some extent, this image 
also applies to the backhaul. 

WHAT ABOUT THE BACKHAUL? 

Published discussions of the increased 
data traffic expected in 3 and 4G net- 
works rarely mention the effect on back- 
haul networks and the network core. 
Yet, equipment and technology in this 
area are at least as vital to the network 
as access and terminal-device technolo- 



AT A GLANCE 

□ Most US operators now have 
3G (third-generation) networks, but 
few subscribers have 3G service. 



□ The definitions of 3 and 4G 
(fourth-generation) network tech- 
nologies and services and the 
boundaries between generations 
have shifted over the years. 



□ Even more air-interface stan- 
dards have proliferated, and 4G 
mobile devices will need to handle 
multiple air interfaces from multiple 
base stations. 



□ The first major 802.1 6e mobile- 
wireless WiMax (worldwide-interop- 
e rab i I i ty-f o r- m i c ro wave-access) n et- 
work in the United States debuted 
in September, when Sprint rolled 
out its Xohm network for carrying 
voice, video, and data. 



gies. Carriers have a variety of choices 
to consider, as well as a number of issues 
to manage for increased data traffic, es- 
pecially as that traffic begins to move 
onto higher-frequency 4G networks. 
As demands on the backhaul and net- 



3G HANDSETS 

In handsets, 3G (third-generation) 
technology is gaining momentum. 
The first Google Android-based 3G 
phone, the G1 from 3G operator 
T-Mobile, was scheduled to become 
available last month. In addition 
to 3G capabilities, it includes an 
iPhone-like touchscreen and a small 
keyboard and provides support for 
GPS (global-positioning-system) 
navigation and Wi-Fi-lnternet access. 
The Google-led OHA (Open Handset 
Alliance) developed the Android 
open-standard, no- license-fee, Linux- 
based platform. 

"Even with 3G, there's been a gap 
between what handset hardware has 
been capable of and what software 
has exposed to the end user as pos- 
sibilities, such as streaming media," 
says Eric Thomas, strategic-marketing 
manager for open-source software 
for Texas Instruments' wireless-termi- 
nals-business unit. "The [OHA's] soft- 
ware-centric focus will increase the 
use of services to the levels that users 
have expected for years, which will, in 




turn, affect the infrastructure." Open 
operating systems from Symbian and 
Microsoft, and now the Android, may 
require more memory and processing 
power than do proprietary operating 
systems, with their tightly coupled 
operating systems and silicon, but 
open systems will also make it easier 
for developers to write applications, 
says Ton Van Kampen, vice president 
of business development for ST-NXP 
Wireless. 

Nokia's answer to the iPhone, with 
a similar touchscreen and form factor, 
also debuted last month. The 5800 
XpressMusic will become available 
during the fourth quarter of this year. 
Based on the Symbian operating 
system, it includes GPS naviga- 
tion. The RIM (Research In Motion) 
touchscreen -only Blackberry Storm, 
which RIM announced in October, 
will become available before the 
end of the year and comes with GPS 
navigation as well as photo-sharing 
and Facebook applications. Phones 
that support 3G networks include the 



Nokia N95, the RIM Blackberry Bold, 
and the Verizon LG Dare. 

A few phones, including some 
Blackberry models, can operate on 
both GSM (global-system-for-mo- 
bile)-communications and CDMA 
(code-division-multiple-access) net- 
works, says Allen Nogee, In-Stat's 
principal analyst for wireless tech- 
nology and infrastructure. "But they 
have to use a separate set of chips, 
so this kind of dual-mode phone 
hasn't really taken off. Silicon for 3G 
phones still draws a fair bit of power, 
and WiMax [worldwide interoperabil- 
ity for microwave access] will draw 
even more." Phones that cost less 
than $20 are important to still-grow- 
ing 3G markets, such as India, leav- 
ing little in the bill of materials for 
chip costs. ST-NXP's Van Kampen 
says that his company is integrating 
multiple air-interface standards into 
silicon, including GSM/UMTS (uni- 
versal-mobile-telecommunications 
system) and EDGE (enhanced data 
rates for global evolution). 
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work core increase because of more data- 
centric services, carriers are shifting from 
a leased-line model with Tl/El lines to 
deploying optical or fiber technology 
right up to the base station to carry extra 
capacity, says Jagdish Rebello, iSuppli's 
director and principal analyst of wireless 
communications- Instead of taking this 
traffic back to the base-station controller 
or switching station, equipment manu- 
facturers are putting more intelligence 
into the base station. This approach will 
reduce traffic in the core and reduce la- 
tency, especially important for social net- 
working, gaming, and push-to-talk appli- 
cations- According to Greg Waters, ex- 
ecutive vice president and general man- 
ager for front- end products for Sky works 
Solutions, many operators are focus- 
ing on next-generation cell-base-station 
technology, such as femtocells, that goes 
beyond 3G (Figure 2). 

Fulcrum Microsystems' OEM custom- 
ers require low latency for voice traffic, 
synchronous Ethernet, and mechanisms 
for congestion management of voice, 
video, and data — that is, QOS (qual- 
ity of service), says Gary Lee, director 
of product marketing. Voice traffic re- 
quires maximum-latency guarantees, 
and video needs minimum-bandwidth 
guarantees and somewhat- lower laten- 
cy, making it difficult to combine them 
on the same network. Solving QOS is- 
sues by throwing extra bandwidth at the 




ONE BACKHAUL ALTER- 
NATIVE MAY BE WI-FI 
IN THE 5.8-MHz BAND 
AS A SEPARATE 
RADIO STRUCTURED 
MESH NETWORK. 




problem may have worked in the early 
cell-network days, he explains, "but now 
we have thousands of video streams, so 
QOS mechanisms must be built-in." In 
silicon, this situation calls for network 
processors, multicore CPUs, and switch 
fabrics that can provide minimum-band- 
width guarantees and congestion-man- 
agement features. 

"There's been a significant increase in 
data utilization in mobile networks, but 
they aren't necessarily designed to han- 
dle QOS," says Todd Mersch, Continu- 
ous Computing's senior product-line 
manager. The problems iPhone 3G users 
experienced when millions of them 
first attempted to access AT&T's wire- 
less network exemplify this issue. Deep 
packet inspection, deployed on wire- 
line networks to prioritize certain types 



of traffic for QOS, is also seeing more 
use on mobile networks. 

If carriers are to leverage cost-effec- 
tive IP (Internet Protocol) networks 
to handle the increased bandwidth ex- 
pected from 3 and 4G services without 
undue packet loss and call dropping dur- 
ing handoff to the base station, the most 
critical issue is time synchronization, 
says Sameer Vuyuyu, vice president of 
marketing for Semtech's advanced-com- 
munications division. One mobile-wire- 
less-network-synchronization scheme, 
FDD (frequency-division duplex), uses 
the same technology as wired networks. 
The other, TDD (time-division duplex), 
requires finely tuned frequency accura- 
cy and phase alignments among all base 
stations in the cell network. The current 
GPS-synchronization system, compris- 
ing a master GPS clock and hundreds of 
GPS slaves, works inconsistently inside 
buildings and can be expensive to imple- 
ment. Competing methods that trans- 
mit clock data over packet-switched 
networks include the IEEE 1588 Ver- 
sion 2 Precision Time Protocol standard 
for network-based timing and synchro- 
nization, which the IEEE finalized last 
March. "The master still needs a GPS 
module, but now you're amortizing that 
cost over hundreds of less-expensive 
slaves," says Vuyuyu. 

One backhaul alternative may be the 
use of Wi-Fi in the 5.8-MHz band as a 
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separa^te^adio structured mesh network 
with intelligent nodes and dynamic 
channel management, says Francis da- 
Costa, founder and chief technology offi- 
cer of Mesh Dynamics. "The regular 2A- 
MHz Wi-Fi band can get pretty crowd- 
ed," he says- "The 5.8-MHz band or any 
other used solely for this purpose can act 
like a diamond lane that removes a lot of 
frequency- interference and congestion 
issues." In highly congested areas, even 
if a carrier offloads only some of the data 
to a complementary network before it 
hits cell towers, it will improve cell ser- 
vice for all (Figure 3)- Municipal Wi-Fi 
failed for multiple reasons, but commer- 
cial mesh networks remove one of its 
main obstacles, which was competition 
with cell carriers (Reference 3)- "Car- 
riers can put down a Wi-Fi node where 
needed, it's unobtrusive, and there's no 
licensing involved," says daCosta. Dual- 
mode-cell/Wi-Fi terminals that can take 
advantage of this situation, such as the 
iPhone, are becoming more common. 
"In networks built from scratch, a key 

NON INTERFERING 

CHANNELS 



element of the business plan is the high 
cost of the backhaul," says John Baker, 
vice president of technical marketing 
for Andrew's wireless-networks-solutions 
group- Primarily in locations without 
land-line connections, carriers are de- 
ploying microwave-backhaul networks. 
"Of course, you can also use IP over land 
lines or over microwave, but, even though 
its benefits [offer] higher bandwidth and 
[the lowest] cost, there are timing chal- 
lenges with synchronizing base stations 
to the core of the net," he says. 

SILICON ISSUES 

Many silicon vendors are now offering 
front-end silicon for WiMax, as well as 
other access technologies. These chips 
include RF stages, mixers, ADCs, DACs, 
and digital filtering. Others are offering 
baseband SOCs (systems on chips) or 
embedded multicore processors. Wire- 
less-networking-equipment manufactur- 
ers are leveraging multicore chips to cre- 
ate equipment that can keep up with the 
vast amounts of data that 3G and other 
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Figure 3 You can build a separate radio structured mesh network with intelligent nodes 
and dynamic channel management (a) as an alternative to a radio mesh backhaul (b). The 
result is a network in which service and backhaul channels are both dynamically reallo- 
cated to minimize channel-interference effects. Locally changing the backhaul channels has 
no effect on the rest of the network (c) (courtesy Mesh Dynamics). 
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technologies require, says Stephen Turn- 
bull, nigh-performance-embedded-pro- 
cessor-portfolio manager for Freescale 
Semiconductor. 

Designers of several major base sta- 
tions for 3G W-CDMA networks are 
using multicore DSPs, says Ramesh Ku- 
mar, manager of wireless-base-station- 
infrastructure products for Texas Instru- 
ments' communications- infrastructure 
group- As cost pressures rise on 3G net- 
works because of their expansion into 
developing markets, multicore chips 
can help increase channel-card densities 
and maintain relatively lower cost and 
power consumption. "In the past, each 
channel card performed L1/L2 process- 
ing for one cell, or base station," he says. 
"Now, we're looking at three cells per 
card, moving to six per card within the 
next three to four years." 

Yet, the cost of cell sites has stayed 
about the same, in part because the elec- 
tronics cost has come down year over 
year. "Electronics are becoming less of a 
percentage of base-station cost because 
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EE Find an analysis and predictions 
of how WiMax-mobile-broadband-data 
services might fit with short-range Wi-Fi 
networks and 3 and 4G wireless WANs 
in "WiMax gains in mobile-broadband 
game, but 4G lurks" at www.edn.com/ 
article/CA6426878. 

EE For a look at how 3 and 4G networks 
will likely handle mobile TV and video, 
see "Mobile television: strong, weak, 
or zero reception?" at www.edn.com/ 
article/CA6526814. 

EE For a discussion of the ramifications 
of 4G networks for handset-silicon archi- 
tectures, go to "4G wireless: evolution 
or watershed in SOC architectures?" at 
www.edn.com/article/CA6486025. 



of increased integration and terrific vol- 
ume growth," says Andrew's Baker. 

By the end of this year, Intel's Cen- 
trino 2 mobile processors will offer op- 
tional support for not only Wi-Fi but 
also WiMax through a combined Wi-Fi/ 
WiMax module, enabling the develop- 
ment of additional dual-mode PCs and 
other mobile devices. "We expect that 
customers may elect to use dual-mode 
devices for the coverage and service of 
[3G] EVDO (evolution data optimized) 
and the added boost of WiMax in metro 
areas, where it is available," says Kathy 
Walker, Sprint's chief information and 
network officer. EDN 
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Designing intelligence 
into door-entry and 
security systems 

DESIGNERS NOW HAVE GREATER OPPORTUNITY THAN EVER 
BEFORE TO DESIGN MORE INTELLIGENCE AND FLEXIBILITY INTO 
PERSONAL-SECURITY SYSTEMS BY USING MATURE AND PROVEN 
STANDARDS-BASED TECHNOLOGY. LEARN ABOUT SOME OF 
THE KEY CHALLENGES TO IMPLEMENTING HIGH-QUALITY, COST- 
EFFECTIVE, AND SECURE DOOR-ENTRY AND VIDEO-MONITORING 
SYSTEMS USING IP VOICE AND VIDEO TECHNOLOGY. 



Personal security at home, on the street, or in a 
military setting is a permanent and growing con- 
cern; as a result, the products and technologies 
that address this security continue to see rapid 
market growth. A significant part of this market 
uses IP (Internet Protocol) video-surveillance 
systems — from extensive camera installations in metropolitan 
areas to small businesses and residences- Although this article 
refers to "door-entry systems," keep in mind that you can ap- 
ply this technology to many markets — video doorbells, video 
baby monitors, and even military applications- Door-entry and 
video-surveillance systems have become more realistic propo- 
sitions at the low end of the market in both deployment and 
overall cost, mainly because of technological advances that 
support lower prices- These advances are largely 
due to both the widespread use of IP-based packet 
networks and the quality improvements in hard- 
ware and software. 

Many of today's door-entry and security sys- 
tems employ analog, point-to-point connections 
feeding voice, video, or both over relatively short 
distances using expensive coaxial cabling. The 
costly addition of switching units to reroute the 
signals provides some flexibility, but overall flex- 
ibility is limited. Packet-based networks, howev- 
er, provide a high degree of flexibility versus leg- 
acy analog systems. IP-based door-entry systems 
now enable viewers to observe images from any 
number of surveillance cameras that connect to 
their networks. They also now provide IP-based 
voice- and video- intercom capabilities both with- 
in and outside a LAN. The door- entry terminals 
that connect to the Internet can double as access 
points, so that service providers can use them for 
browsing or revenue-generating services. Today's 
IP-based door-entry systems can also manually re- 
cord video or record when certain events trigger 
the equipment and can route this recorded video 



for storage at any point on the network. Some of these secu- 
rity systems also provide a "concierge" service that intercepts 
late-night calls and reroutes them to eliminate disturbance 
from unwanted visitors. Product design and development of 
these systems are also efficient because designers can reuse 
hardware and software for a range of applications and sce- 
narios, such as in apartment complexes and industrial facili- 
ties (Figure 1). 

The key drivers of this technology are the growth of broad- 
band and the trend toward IP networks and IP-based com- 
munications. Also consider that you can use the same silicon 
devices in VOIP (voice over Internet Protocol) and video te- 
lephony in door-entry and surveillance systems. This extensi- 
bility provides a considerable advantage in reducing per-unit 
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Figure 1 Some IP-based door-entry systems provide a "concierge" service 
that intercepts late-night calls and reroutes them to eliminate disturbance from 
unwanted visitors. 



NOVEMBER 13, 2008 | EDN 51 



costs, as well as the benefit of a solid technological 
foundation for equipment manufacture and net- 
work reliability. 

ENABLING NEW APPLICATIONS 

Perhaps most significant in the rapid growth of 
the IP-communications revolution and of IP-con- 
nected multimedia devices is the trend of embed- 
ding more and more "intelligence" at the edge of 
the telecommunications network. When VOIP 
services first emerged, media gateways resided 
in the core of the telecommunications network, 
which converted the PCM (pulse-code-modulat- 
ed) voice from the PSTN (public switched-tele- 
phone network) into IP packets and vice versa. 
PBXs (private-branch exchanges) soon adopted 
the use of this technology in office or apartment 
buildings, handling comparatively fewer channels. 
Today, VOIP typically finds use as close to the 
edge of the network as is possible: at endpoints at 
which generation or reception of voice and video data occurs, 
such as within a telephone in the consumer's home. Endpoint 
devices include cameras, handsets, monitoring stations, and 
home terminals. The components of the endpoint are the 
main focus of security-communications- equipment manufac- 
turers. The telephones themselves can now connect to the IP 
network and make VOIP calls; with the increased bandwidth 
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Figure 2 IP networks deliver flexibility to the end user. 



that broadband lines offer, you can now make V2IP (voice- 
and- video-over- Internet Protocol) calls from these endpoints 
and use almost-identical endpoints as intercom units within 
video-doorbell and -security systems. 

This migration to the network's edge and into endpoint de- 
vices is largely a result of the industry's acceptance of the SIP 
(session- initiation protocol) as the signaling and call-setup 
protocol of choice for IP-based communications. SIP's ability 
to establish rich, multimedia communication sessions and en- 
able features such as security and network intelligence — that 
is, "presence" — is lending itself to a host of other applications 
outside the traditional telecom function. 

Figure 2 shows an IP network with the key elements for a 
variety of V2IP communications, including the endpoint; the 
SIP-registration server to identify and direct communications 
sessions between SIP-based devices across an IP network; the 
STUN ( simple- traversal-of- user-datagram-protocol- through- 
network-address-translator) server, which helps the SIP sig- 
naling operate correctly even when the endpoints are behind 
a NAT (network-address-translation) unit; and the router for 
routing IP data around the network. 

CAN YOU SEE ME NOW? 

The endpoint in a video-doorbell or -security system is typ- 
ically wall- or desk-mounted in an apartment or an office. It 
comprises a microphone that connects to amplification and 
analog-to-digital-conversion circuitry, typically within a co- 
dec device; an amplified speaker that connects to digital-to- 
analog-conversion circuitry, typically within the same codec 
device; an analog or digital Web or surveillance camera; a 
video display, such as an LCD; an Ethernet or wireless-LAN 
interface; and a processing device, which includes a CPU 
with the processing capability for V2IP and any other ap- 
plications the endpoint requires. A coprocessor within the 
device handles the video coding. The endpoint also includes 
V2IP software running on the CPU and in the application 
layer of the operating system. This software requires audio- 
and video-media processing and SIP-call control (Figure 3). 

Most endpoints run some form of embedded operating sys- 
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tern on the CPU- The op- 
erating system can be pro- 
prietary, but the consum- 
er^ electronics and com- 
munication industries 
tend to use embedded 
Linux and Win CE. To 
use Linux or Win CE in 
an endpoint, a manufac- 
turer creates or licenses a 
BSP (board- support pack- 
age) for the CPU, which 
includes a root-file system 
with files and directories 
for applications, drivers, 
and configuration files; 
a kernel, which manages 
the CPU, memory I/O, 
and other resources; and 
driver programs for con- 
trolling peripherals- The 
operating system controls 
its peripherals, such as the 
audio codec, camera, and 
video display, through 
drivers- Linux provides 
standard interfaces to au- 
dio, including OSS (Open 

Sound System) and ALSA (Advanced Linux Sound Architec- 
ture), and video, including V4L2 (Video for Linux 2), to ease 
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Figure 3 The endpoint in a video-doorbell or -security system comprises a 
microphone, an amplified speaker, an analog or digital Web or surveillance 
camera, a video display, an Ethernet or wireless-LAN interface, and a pro- 
cessing device. 
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portability between de- 
vices, and many manu- 
facturers of peripherals 
provide free Linux driv- 
ers with their products- 
Many silicon ven- 
dors provide reference 
platforms for their pro- 
cessing device, which 
customers can use to 
help accelerate their 
endpoint-hardware de- 
sign. These platforms 
usually include most of 
the peripherals for the 
design of an endpoint, 
along with manufactur- 
ing information. They 
also typically include a 
BSP in source code, so 
that designers can use 
the reference platform 
as a starting point for 
software and hardware 
development. 

Before a call can take 
place, you must be able 
to set up a connection 
between two endpoints, such as two intercoms within an apart- 
ment building. For small networks, you can make connections 
using the IP addresses alone or using a 
proprietary signaling protocol. However, 
for large networks, particularly when the 
two endpoints connect over the Inter- 
net, for example, it is better to use SIP 
because it intelligently handles the ne- 
gotiations to securely and reliably estab- 
lish these communications. 

A SIP endpoint must first make it- 
self known to a SIP-registration server, 
which is a means of discovering and 
identifying other SIP users in the net- 
work. The SIP user has an identifica- 
tion that uses the same format as an e- 
mail address — sipuser@sipservice.com, 
for example, in which "sipservice" is a 
SIP-network provider. If one SIP user 
wishes to call another SIP user, the first 
SIP user sends an invitation that indi- 
cates the IP address to which the second 
user should direct media. The invitation 
should also indicate the capabilities of 
the endpoint, such as which audio and 
video codecs it supports. The SIP serv- 
er directs the invitation to the remote 
endpoint using a look-up service. The 
remote endpoint then responds directly 
to the initiating endpoint with its own 
capabilities and contact details. After 
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Performance Specifications 


Models 


DP04104, DP04054, DP04034 


Bandwidth 


1 GHz, 500 MHz, 350 MHz models 


Channels 


4 analog 


Record Length 


10 M points on all channels 


Sample Rate 


Up to 5 GS/s on all channels 


Display 


10.4 in. (264 mm) XGA 


Serial Bus Trigger 
and Decode 


l 2 C, SPI, RS-232/422/485/UART, CAN, LIN, FlexRay 




NEW! DPO3000 Series Oscilloscopes 
Performance Specifications 

Models DP03054, DP03052, DP03034, DP03032, DP03014, DP03012 

Bandwidth 500 MHz, 300 MHz, 1 00 MHz models 

Channels 2 or 4 analog 

Record Length 5 M points on all channels 

Sample Rate 2.5 GS/s on all channels 

Display 9 in. (229 mm) WVGA widescreen 

Serial Bus Trigger l 2 C, SPI, RS-232/422/485/UART, CAN, LIN 
and Decode 




See more. 

Try the virtual product demo at: 
www.tektronix.com/bigpicture 



See more and solve faster with Tektronix DPO and MSO Series oscilloscopes. This feature-rich family 
of oscilloscopes, with bandwidths up to 1 GHz, have the power and functionality to help make your 
work easier. With Wave Inspector® you can easily search and navigate through uncompromised long 
records; and large, high-resolution displays let you clearly see all on-screen data and catch glitches 
you might otherwise have missed. Combine this with integrated serial trigger, decode and search, 
and you will be debugging mixed signal designs faster and easier than ever before. 
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these negotiations are complete, the 
call commences with voice and video 
communication. 

Apart from simple connection of two 
parties, SIP offers other enhanced ser- 
vices, such as call forwarding, call hold, 
voice mail, and instant messaging. A 
voice and video call, such as one that a 
video doorbell would set up, comprises 
one audio stream and one video stream. 
These streams are separate in the net- 
work and much of the software they use, 
but you must combine and synchronize 
them at the endpoint to ensure a good 
user experience. In both cases, the data 
streams pass through similar processing 
networks. 

The encoding path from the micro- 
phone and the camera to the network 
includes the audio/video driver, which 
receives sampled speech and video from 
a buffer that a codec device feeds. After 
this process, AEC (acoustic-echo can- 
cellation) occurs. AEC supports full-du- 
plex, hands-free, speakerphone capabil- 
ity, which requires tuning to the device's 
acoustic properties. After AEC, video 
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Figure 4 A framework that handles the lower 
levels of a VOIP and video-over-IP module 
consists of separate modules, each focusing 
on individual tasks. 



preprocessing occurs. During this step, 
the video stream may require resizing, 
rotation, or mirroring. Next, a speech- 



and video-coding process compress- 
es the sampled data stream to reduce 
bandwidth requirements within the 
network. The bandwidth available is 
one factor in determining the codec 
and the video-image size. A common 
speech codec is G.729; H.264 is now 
in demand for video. 

After this process, packetization 
segments the data stream into blocks 
for traversal of the network. Each of 
these requires an RTP (real-time-pro- 
tocol) header to help with reconstruc- 
tion of the stream at the remote end. 
The RTP header includes fields such 
as sequence number, time stamp, and 
SSRC (simple server-redundancy pro- 
tocol), a number unique to the stream. 
UDP (user-datagram-protocol) and IP 
processing occurs next. In this step, 
the RTP packets pass to the IP stack 
and receive a UDP header correspond- 
ing to the destination address they ar- 
rived at during the signaling process. 
After encoding, the decoding pro- 
cess takes place. Decoding operates on 
the data stream it received from the IP 
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network. First, during UDP and IP processing, received me- 
dia packets pass through the device's UDP/IP stack. A jitter 
buffer assembles the received packets, using the RTP-header 
information, before decoding. The management of this buf- 
fer handles out-of-order and lost packets using PLC (packet- 
loss-concealment) techniques and is key to the device's QOS 
(quality of service). During audio and video decoding, the 
compressed data decodes to a raw format before passing on to 
the audio and video drivers. 

FUNDAMENTAL BUILDING BLOCKS 

For the endpoint to function correctly in real time, these in- 
dividual functions must take place in the correct sequence; all 
must coexist in the same processing device such that you can 
consider them as a single VOIP and video-over-IP module op- 
erating alongside any other applications the device requires. 
The V2IP module must be configurable in many ways, such 
as its management of drivers, to allow for low-power modes or 
for interaction with higher layers of the system, such as calls 
directly from an address book. 

The best way to achieve these objectives is to provide a 
framework that will handle the lower levels of a VOIP and vid- 
eo-over-IP module. This framework consists of separate mod- 
ules, each focusing on individual tasks (Figure 4). The objec- 
tive of the framework is to speed the overall product design 
and development. A real-time application manages the mod- 
ules in the framework; the application processes at the rate of 
incoming and outgoing data and determines the behavior of 
the modules by means of a set of APIs (application-program- 
ming interfaces). The use of APIs for interfacing to the un- 
derlying framework allows you to 
abstract the application code from 
the scheduling of each of the com- 
ponents within each module, but it 
does have control over key compo- 
nents, such as codec, AEC, frame 
rate, image size, and bandwidth, to 
ensure the best user experience for 
the network conditions. 

The real-time application re- 
sponds indirectly to user commands, 
such as making and answering calls. The user typically makes 
these commands using a GUI (graphical user interface) that 
itself has underlying service applications to support a phone 
book and its database or the logging of calls and messages, for 
example. The GUI and service applications behave differently 
from the real-time application in that they are event-driven 
rather than taking place in real time. For this reason, you must 
set up a communication path, such as the event router in the 
figure, between the two layers. The event router passes mes- 
sages between the event-driven and real-time parts of the sys- 
tem. You must use a protocol and provide a queuing mecha- 
nism for these messages. You can use third-party- software ven- 
dors as sources for ready-made and tested software that pro- 
vides all the applications from the GUI and services to the 
real-time application. 

IP networks can overcome the connectivity disadvantag- 
es of point-to-point analog-door- entry and security systems. 
These networks can connect many endpoints and use the 
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ands connections that 
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Discover your best value for 
high-performance test sockets 
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test, Gryphics Test Sockets from Cascade Microtech 
meet today's demand for higher performance in 
applications including RF wireless, SoC and 
high-speed memory/digital. If you're looking 
for superior electrical and mechanical 
performance, a smaller footprint, plus 

support for small pitches, get started CASCADE @ 




at www.cascademicrotech.com. 
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a complete CMOS oscillator circuit 



Never before could you get high performance in such 
a small package. A precision timing crystal and a CMOS 
oscillator in a ceramic SMD, just 3.2 x 1 .5 x1 .Omm. 

• 5.5V to 1 .2V operation for reliable 
operation - even on low battery 

• Max. current: 0.5|iA @ 3.0V 

• Short start-up time of 0.5sec max. 
RoHS Compliant; 100% lead-free 
Ideal for cell phones, smart phones, 
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For complete specifications, 
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same cabling for both video and audio 
data, and they can also control those 
endpoints. However, devices only re- 
cently emerged that allow sufficiently 
high-quality video to traverse these 
networks at a reasonable cost- These 
devices are now widely available due 
to the increasing popularity of VOIP 
and V2IP with consumers, and, be- 
cause their functions are almost iden- 
tical, they can find use within door- 
entry and security systems- Therefore, 
despite the fact that IP systems offer so 
much, their overall costs remain low. 

The move from analog to digital 
packet-switched systems from a techni- 
cal perspective is not trivial- However, 
you can gain much by outsourcing ele- 
ments of the system and working with 
experienced software suppliers and sil- 
icon vendors offering devices target- 
ing this market. A silicon supplier can 
provide reference designs to speed the 
hardware design and a BSP to afford a 
platform for application code. A soft- 
ware supplier can provide a framework 
with already-written code for the most 
specialized parts of the V2 IP-software 
development. 

Demand a software approach in which 
highly optimized speech and video co- 
decs, echo cancellation, and call con- 
trol all combine into a set of structured 
modules for use within a system devel- 
oper's application. This step alone will 
result in shorter product-development 
cycles and the realization of significant 
time-to-market advantages.EDN 
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Match to ±0.1dB, 0.1 




1.8GHz Dual Differential Amplifiers Offer 6.2dB NF & -84dBc IMD3@100MHz 

Our new high-speed differential ADC drivers are the industry's first dual drivers to guarantee gain matching. This helps 
minimize errors in multichannel systems and 1-0 demodulation applications. Optimized to drive the latest high-speed ADCs, 
the LTC®6420-20 has rail-to-rail differential outputs and achieves outstanding distortion and noise performance from a 
single 3V supply. The device's gain-setting resistors and optional filtered outputs maximize performance, reduce distortion 
and further simplify design. 



▼ Features 



• Gain Match: ±0.1dB@100MHz 

• Phase Match: ±0.1°@100MHz 

• Channel Separation: 80dB@l00MHz 

• IMD3: -84dBc@100MHz 

• Fixed Gain: 10V/V(20dB) 

• Internal Op Amp Noise: lnV/VHz 

• Noise Figure: 6.2dB@100MHz 

• Supply Current (per Amp): 80mA 
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Light Up 60 LEDs 




36Vin, 2.5MHz, 3000:1 PWM Dimming Range LED Driver 

Many small to medium-size panel displays need large numbers of white LEDs for backlighting. Powering and driving up to 
16W for these LEDs is challenging due to size and thermal constraints. With the LT®3598 and LT3599, the solution just got 
easier. These multiple-string LED drivers deliver up to 16W (7W for LT3598) of power and allow a 3000:1 dimming range 
for brightness adjustment, high LED current accuracy for uniformity of light output, good thermal and LED protection 
features for a rugged, compact design. 



▼ Features 



• LT3598: Drives 6 Strings of LEDs at 
up to 30mA per String 

• LT3599: Drives 4 Strings of LEDs at 
up to 100mA per String 

• 1% Accurate LED Current Regulation 

• Wide V IN Range: 3V to 30V 
(36V Transient) 

• Adjustable Frequency and 
Synchronization: 200kHz to 2.5MHz 

• Regulated LED Current Even When 

VlN > VoUT 

• Programmable LED Temp Derating 
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Linear wind-power meter 
compensates for temperature 

W Stephen Woodward, Chapel Hill, NC 



RH The rise of interest in renew- 
Eifl able energy created by soaring 
fossil-fuel costs and global-warming 
fears has created a matching interest 
in associated support and demonstra- 
tion instrumentation. This Design Idea 
hops on that bandwagon with the abil- 
ity to directly and conveniently mea- 
sure an important renewable-energy 
source: wind power. Handy for quick 
and easy preliminary evaluation of po- 
tential wind-turbine sites, it includes 



a wind-speed transducer, comprising 
an optically sensed vane anemometer, 
and a temperature sensor, comprising 
a diode-connected transistor. These 
components interface with a hybrid 
digital/analog-computation circuit. In 
combination, they provide a real-time, 
linear, temperature-compensated read- 
out of wind-power density. 

The power-generation potential of 
wind is ^Xair density (kg/m 3 )Xair 
speed (m/sec) 3 . To compute it, there- 
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Figure 1 This meter circuit uses a free-spinning anemometer and a diode-connected transistor temperature sensor 
to measure the available wind power for "green" power generation. 
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fore, requires estimating air density, 
which is inversely proportional to abso- 
lute temperature; measuring air speed; 
and calculating a cube. 

Here's how the wind-power meter 
does it. Diode-connected Q l has a bias 
of 550 uA for a 25°C (298K) base-to- 
emitter voltage of approximately 600 
mV and a temperature coefficient of 
— 2 mV/°C. Thus, Q l is a voltage refer- 
ence that tracks the approximate ideal- 
gas-law temperature dependence of air 
density: — 0.3%/°C. Meanwhile, opti- 
cal sensor O works with a free-spin- 
ning anemometer impeller to produce 



wind-speed-proportional frequency: 
F w =10 Hz/m/sec. Conversion of V Q1 
and F w into a l-mV=lW/m 2 output 
signal is then the function of the third- 
order XX YXZ-multiplying behav- 
ior of three cascaded CMOS-switch 
FVC (frequency-to-voltage-converter) 
charge pumps: S v S 2 , and S 3 . 

FVC SyiC 1A generates a negative 
voltage of -0.17XV Q1 XF W ; FVC 
S 2 /IC 1B generates V 2 = - V X F w = 0. 1 7 X 
V Q1 XF W 2 ; and FVC S 3 /IC 1D gener- 
ates -V 3 =-0.17XV Q1 XF W 3 . Fi- 
nally, differential inverter IC 1C shifts 
and scales — V 3 to output V QUT = 



0.42 X V Q1 XF W 3 = 1 V/kW/m 2 . 

You can conveniently calibrate the 
wind-power meter in an automobile 
being driven on a windless day at a 
constant speed of 18.6m/sec = 41.5 
mph=66.8 kph. With the anemom- 
eter exposed to the external slip- 
stream, adjust the calibration trim- 
ming potentiometer for an output 
voltage of 4V or, for better accuracy, 
to the voltage that the following for- 
mula that accommodates true air den- 
sity yields: V QUT = 1.14V X air-pressure 
millibar/ (273 + ambient temperature 
Celsius). EDN 



Oscillator uses dual-output 
current-controlled conveyors 

Abhirup Lahiri, Netaji Subhas Institute of Technology, New Delhi, India 



In the last decade, engineers 
have done much work in de- 
signing and implementing current- 
mode circuits using second-generation 
current conveyors, which have high- 
er signal bandwidth, greater linearity, 
larger dynamic range, simpler circuit- 
ry, and lower power consumption than 
their predecessors. Recently, a second- 
generation dual-output, current-con- 
trolled conveyor has emerged. The de- 
vice is an active building block (Fig- 
ure 1), and the following equations 
characterize it: 1^ 
and L 



=0, V X =V Y +I X R X> 



, + z I x ; I z _=— I x The parasitic re- 
sistance at terminal X is R x = (V T /2I fi ), 
where V T is the thermal voltage and I B 
is the bias current of the conveyor that 




Figure 1 This dual-output current- 
controlled conveyor illustrates the 
quantities the equations use. 



is tunable over several decades. 

Figure 2 shows current-controlled 
oscillators with few components, em- 
ploying only two dual-output current- 
controlled conveyors and two ground- 
ed capacitors. The devices use no ex- 
ternal resistors, and the parasitic resis- 
tance at terminal X realizes resistance. 
The proposed design for the circuit 
provides electronic controllability of 
frequency of oscillation. 



The characteristic equation for both 
of the circuits in Figure 2 is s 2 C 1 C 2 
R X1 R X2 + sC 2 R xl - sC 1 RX 1 + 1=0. Satis- 
fying Barkhausen's criteria — that the 
loop gain is unity or greater and that 
the feedback signal arriving back at 
the input is phase-shifted 360° — the 
required condition for oscillation is 
C 1 =C 2 , and the frequency of oscilla- 
tion is f= I/UttVC^R^R^). 

Assuming that C 1 = C 2 = C and tak- 
ing R X1 =R X2 = V T /2I B yield a frequency 
of oscillation: f= (I b /ttCV t ). Clearly, 
the dc-bias current, I fi , can vary the fre- 
quency of the current conveyors, and 
the frequency is, therefore, electroni- 
cally controllable.EDN 



C 1= b 





Z+ — i =b c 9 



(a) 



(b) 



Figure 2 Varying the bias current, l B , of the dual-output current-controlled 
conveyor (a) controls its frequency of oscillation versus another device (b). 
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l-Wire® products: 
one pin, thousands of 

innovative solutions 



NV-memory, security, and mixed-signal ICs that operate completely 
from one dedicated pin (power and data share one pin)! 
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Optimized for applications that demand 

• Unique, factory-programmed, electronic serial numbers for tracking or security requirements 

• Operation over a pin-limited connector 

• Electronic authentication and strong ESD protection for peripherals, accessories, or sensors 

• Conservation of MCU I/O 

• Minimized cabling complexity and costs 
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Customer-Favorite Maxim Device 



DS2431: 1kb EEPROM 



DS28E01-100: SHA-1 authenticated EEPROM 



DS28EA00: ±0.5°C accurate digital temp sensor 



DS2502: 1kb EPROM 



DS2413: 2-channel switch with 28V/20mA GPIO 



DS2401: 64-bit ROM serial number 



DS2417: 32-bit RTC counter 
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Circuits drive 
single-coil latching relays 

Alfredo H Saab and Tina Alikahi, 

Maxim Integrated Products, Sunnyvale, CA 

A single-coil latching relay is a I the armature in these stable positions- 
relay with memory, usually with An application of electrical current to 
a magnetic structure that provides two the relay coil moves the armature from 
stable positions for the armature that one position to the other, which in 
holds the movable contacts- A perma- turn changes the contact positions, 
nent magnet provides the force holding Applying to the coil a current pulse 



in one direction, of longer duration 
than the specified minimum for that 
relay type, sets the relay to the first of 
two stable positions, and it remains in 
that position after the current ceases 
to circulate- Current in the opposite 
direction resets the relay to the other 
position, which is also stable with no 
current- The relay then indefinitely 
remains in that position until a new 
current pulse toggles it to the other 
position. 
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Figure 1 These five relay-driver circuits accommodate 
a variety of control signals and supply-voltage lev- 
els. One operates from CMOS-logic levels (a), and 
another operates from TTL levels (b). Another circuit 
requires two control lines to set and reset the relay 
(c). Two other circuits have a supply-voltage range of 
2.7 to 5.5V and a maximum quiescent current of only 
50 nA (d and e). 
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NOTE: IF YOU REVERSE THE LOGIC, YOU MUST DO SO 
FOR BOTH INPUTS. 
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Introduction 

A fully differential amplifier is often used to convert 
a single-ended signal to a differential signal, a design 
which requires three significant considerations: the 
impedance of the single-ended source must match the 
single-ended impedance of the differential amplifier, 
the amplifier's inputs must remain within the common 
mode voltage limits and the input signal must be level 
shifted to a signal that is centered at the desired output 
common mode voltage. 

In all cases, input impedance matching to the source 
impedance is necessary to prevent high frequency 
reflections. In designs where the single-ended source 
is DC coupled to a single supply differential amplifier, 
then level shifting and the common mode limits are 
also important considerations. The interaction of these 
three design parameters is non-trivial— component 
selection requires spreadsheet analysis using the 
equations described here. 

Input Impedance Matching 

If input AC coupling is used, then impedance matching 
is the only design issue. Figure 1 shows an example 
of a circuit matching a 50Q single-ended source to an 
AC-coupled LTC®6400-20 differential amplifier with a 
gain of 20dB set by internal resistors. 

The 66. 5Q resistor, R T , in parallel with the +IN input 
impedance, Z !N , matches the circuit input impedance 
to the 50Q source. Differential balance is provided 
with the addition of the 28.7Q resistor at the -IN 
input, R2. The balancing resistor assures equivalent 
feedback factors at the inputs, thus preventing large 
DC offsets. 

To calculate the external resistor values, start bycalcu- 
latingZiN-Thencalculate RTforimpedancematchingand 
the value of the R2 for differential balance. The overall 
single-ended to differential gain (GAIN) must take into 
accountthe input attenuation of the Rs and Rj resistive 
divider and the effect of adding R2. In this example, 



Z|N 



Rp LTC6400-20 
1000O 12.5Q 
AA/V 1 I VW- 




"VoUT 



"VOUT 



J(r f 2 «(4«R1 2 + R s 2 )+8«R f «R1 3 + 4«R1 4 )+R f «(R1 + R s ) + 2«R1«(R1+R s 
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Z, N -R S R S + R T 

„ W-V 0UT - (R1 + R2 + R f ).(r1.(R s -Rt) + R S -Rt 



Rc«R t « R1 + R2 



Figure 1. Impedance Matching for a Differential 
Amplifier with Fixed Gain Integrated Resistors 

the overall gain of the amplifier from signal source to 
differential output isonly4.44 even though the amplifier 
has a fixed gain of 10. 

By AC coupling at the input, the amplifier's input com- 
mon mode voltage isequaltoitsoutput common mode 
voltage and the single-ended signal is automatically 
level shifted to an output differential signal centered 
on the output common mode voltage. 

If the input common mode voltage is not 0V, and the 
source cannot deliverthe DC current into 116. 5Q (50Q 
+ 66.5Q), then it is also necessary to AC couple the 
66.5Q resistor. 

The DC Coupled Differential Amplifier 

A general purpose, DC coupled, single-ended-to-dif- 
ferential amplifiercircuit with source impedance match- 
ing and input level shifting is shown in Figure 2. Level 
shifting is provided by the reference voltage (Vref). 
If Vref is set to be equal to the input common mode 
voltage (Vincm) then the single-ended input signal is 

XT, LI LTC and LTM are registered trademarks of Linear Technology Corporation. 
All other trademarks are the property of their respective owners. 
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Figure 2. Impedance Matching and Level Shifting for a 
Differential Amplifer with Gain Set By External Resistors 

shifted to a differential signal centered on the output 
common mode voltage (Vqcm)- 

The design of a single-ended to differential amplifier 
with external resistors provides an additional design 
option: specifying the amplifier gain. Figure 2 shows 
the design equations when the Rp and R1 resistors are 
selectable, not fixed. 

The design of this circuit begins with the value of R1. 
This resistor must be larger than the input source 
resistance but not so large as to increase circuit noise. 
Next, calculate the value of the feedback resistor Rp 
using the desired gain (GN). Then calculate the value 
of resistors Rj and R2. 



^rjiv P .p 



Figure 3 shows an example of a single-ended-to-dif- 
ferential amplifier matching a 75Q source and level 
shifting from a 2.5V input common mode to a 1.25V 
output common mode voltage (typical level shifting 
required from a 5V single-ended circuit to a 3V dif- 
ferential circuit to drive a high speed ADC). The single- 
ended-to-differential gain of the Figure 3 amplifier 
is 2 (the 1V P _p input signal is amplified into a 2V P _ P 
differential output signal, a typical input voltage range 
of a high speed ADC). 

For linear operation, the amplifier's input common 
mode limits must not be exceeded. Figure 2 shows 
the calculations for the bias voltage (Vj) of the input 
T-network (R$, Rj and R1) and the common mode volt- 
age at the differential amplifier's inputs. For example, in 
Figure 3, the 1.99V to 2.44V at the amplifier's inputs (as 
calculated bythe Va equation) is well within the rail-to-rail 
input common mode range of the LTC6406 (OV to V + ). 
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Figure 3. Putting it All Together: A 133MHz Differential Amplifier with External Gain Setting 
Resistors, Impedance Matching to a 75Q Source and Level Shifting from 2.5V to 1.25V 
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The electronic circuitry to drive one 
of these relays from logic signals can be 
a half -bridge if dual supply voltages are 
available or a full bridge — that is, an 
H-type power driver — if only a single 
supply voltage is available- The need 
to generate reversible-current pulses 
through the two-terminal coil impos- 
es the use of these bridge topologies. 
Because the relay itself does not con- 
sume power under static conditions, 
the driving circuitry should also con- 
sume minimal power under the same 
conditions. 

Figure 1 illustrates a variety of driv- 
ing circuits, depending on the input- 
signal-logic levels, their coding, and 
the magnitude of the available sup- 
ply voltages. The circuits in figures la 
through c drive relays for voltages of 
4 to 15 V. The circuit in Figure lc re- 
quires two separate control lines: The 
set line sets the relay, and the reset line 
resets it. You can code the set and reset 
signals as positive (active high) or neg- 
ative (active low). You must use the 



same logic convention for both inputs 
in this circuit. 

The widths of the set and reset sig- 
nals must be longer than the minimum 
time required for the relay to operate — 
typically, 3 to 5 msec. For proper op- 
eration, you should apply only one sig- 
nal at a time; while applying one, the 
other should remain at the nonactive- 
logic value. Using positive logic, for 
example, the signal must go high for 
3 to 5 msec, and the other input must 
remain low until the first signal pulse 
ends. The choice of IC determines the 
logic level: TTL (transistor- to- transis- 
tor logic) or power-supply-level CMOS 
(Figure lc). 

The circuits in figures la and lb 
operate from a single on/off-signal 
line, generating a coil-current pulse 
with each transition of the input sig- 
nal. The polarity of the coil-current 
pulse depends on the polarity of the 
input-signal transition that generates 
it (figures la, b, and d). The circuit in 
Figure la operates from CMOS-logic 



levels, and the one in Figure lb oper- 
ates from TTL levels. After each tran- 
sition, the signal must remain stable for 
longer than the relay's minimum oper- 
ating time. The circuits in figures la 
and c typically draw quiescent currents 
of 40 uA, and the one in Figure lb 
typically draws approximately 50 jxA. 
The circuits in figures Id and le are 
similar to those in figures la, lb, and 
lc, but their supply-voltage range is 2.7 
to 5.5V, and their maximum quiescent 
current is only 50 nA. 

Because the single-coil latching relay 
has a memory of its own, you must ini- 
tialize its position after power-up to a 
known state, either by exercising the 
input logic or by analyzing and re- 
sponding to a signal from the con- 
tacts' circuitry. Any of these circuits 
can deliver as much as several hun- 
dred milliamps in either polarity while 
pulse-driving a relay coil. You can find 
technical information and data sheets 
for the ICs in these circuits at www. 
maxim-ic.com.EDN 
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LINKING DESIGN AND RESOURCES 



Consolidation among mobile-IC makers 
squeezes supply chain 



Continuing the consid- 
erable consolidation in 
the mobile-IC supply 
chain, Freescale Semiconduc- 
tor (www.freescale.com) an- 
nounced a planned exit from 
the cellular-handset-chip-set 
market. The company in Oc- 
tober said that it is exploring 
its options for the business, 
including the unit's sale or 
the formation of a joint ven- 
ture, just weeks after STMi- 
croelectronics (www.st.com) 
announced it would buy out 
NXP's (www.nxp.com) share 
of its ST-NXP Wireless joint 
venture. That August-launched 
company effectively saw NXP 
end its mobile-IC work. ST then 
merged in EMP (Ericsson Mo- 
bile Platforms, www.ericsson. 
com/mobileplatforms), creat- 
ing a formidable competitor 
to the wireless industry's mo- 




bile-semiconductor kingpins, 
including Oualcomm (www. 
qualcomm.com). 

Analysts believe that, with 
Freescale's move, more op- 
portunity could open to Qual- 
comm, however. As part of its 
action, Freescale updated its 
mobile-IC arrangement with 
Motorola (www.motorola.com) 
whereby Motorola agreed to 
provide certain consideration in 
exchange for eliminating Free- 
scale's remaining minimum- 
purchase commitments. 

"In recent reports, we have 
highlighted the theme of [Qual- 
comm's] benefiting from rapid 



consolidation of the wireless- 
semi industry," wrote Tim Luke, 
a semiconductor-market ana- 
lyst at Barclays Capital (www. 
barcap.com), in a research 
note. 

Freescale is seeking to in- 
crease its investments in the 
automotive and networking 
markets, as well as in the in- 
dustrial and consumer markets. 
"In the cellular-handset-chip- 
set market, it has become evi- 
dent that this business needs 
considerably greater scale ... 
to achieve a position of market 
leadership and long-term suc- 
cess," says Rich Beyer (pho- 
to), Freescale's chief execu- 
tive officer. Freescale's cellu- 
lar-handset-products business 
includes baseband processors, 
RF transceivers, power man- 
agement/audio, software, and 
platforms. 



OEMs ANSWER GREENPEACE'S CALL FOR STRICTER REGULATION 



OEMs are responding to more-stringent en- 
ergy requirements from environmental group 
Greenpeace International (www.green peace, 
org). No governmental organization has man- 
dated the criteria, which include support for 
global mandatory reduction of GHG (green- 
house-gas) emissions, disclosure of GHG 
emissions plus emissions from two stages 
of the supply chain, commitment to reduce 
GHG emissions with time lines, proportional 
use of renewable energy in total electricity 
use of more than 25% operations, and en- 
ergy efficiency. 

"Most of the brands are responding to the 
more-stringent chemical and e-waste [elec- 



tronics-waste] criteria," says Iza Kruszewska, 
toxics campaigner with Greenpeace. She 
cites Apple, Nokia, Sony Ericsson, and Sam- 
sung as top scorers in energy efficiency. 

Greenpeace also made note of Fujitsu Sie- 
mens Computers (www.fujitsu-siemens.com), 
which recently set late 2010 as its deadline 
for eliminating PVC (polyvinyl-chloride) plastic 
and all BFRs (brominated flame retardants) 
across its product range. The industry debate 
about whether the removal of PVC and BFRs 
from electronics design is the best decision for 
the environment is still ongoing. Nevertheless, 
several companies have launched products 
with restricted amounts of such materials. 



INDIA, VIETNAM ' 
GAINING AS J 
ASIA/PACIFIC ! 
SEMICONDUCTOR- y 
SALES GROWTH 
SLOWS 

Gartner Inc (www.gartner. 
com) has lowered its forecast 
for 2008 revenue growth in 
Asia/Pacific's semiconductor 
market from 6.4% to 5.2%. 
The research company based 
the change on the worsen- 
ing global macroeconomic 
environment, further eroded 
consumer confidence, and 
cloudy visibility in the second 
half of the year. 

Total semiconductor rev- 
enue in the region reached 
$149.3 billion in 2007 and 
is forecast to total $1 57.1 
billion in 2008. 

Gartner projects the 
CAGR (compound-annual- 
growth rate) of the China/ 
Hong Kong semiconduc- 
tor market from 2007 
through 201 2 will be 71%. 
Meanwhile, Gartner expects 
that India and the countries 
in the other-Asia/Pacific 
category, which includes 
Vietnam, will achieve higher 
CAGRs of 19.1 and 18.7%, 
respectively. 

India is expected to 
continue to attract invest- 
ment from global electronics 
manufacturers, and Vietnam 
has become increasingly at- 
tractive to global electronic- 
equipment manufacturers 
and semiconductor vendors, 
and "looks likely to emerge 
as the next major market 
in the region's electronics 
industry," Gartner reports. 



68 EDN | NOVEMBER 13, 2008 





No need to duplicate yourself 

BuyerZone saves you time and money 
on COPIERS AND MORE. 

Get free advice, pricing articles, ratings and quotes on Business Purchases from digital copiers, 
to phone systems, to payroll services and more. Visit BuyerZoneBusinessxom today to make 
fast and efficient business purchase decisions. At BuyerZone, you're in control We're just here 
to make your work easier. 

Join the millions whoVe already saved time and money on many of their Office Equipment 
purchases by taking advantage of BuyerZone's FREE, no obligation services like: 
• Quotes from multiple suppliers 



• Pricing articles 

• Buyer's guides 

• Supplier ratings 

• Supplier comparisons 

REQUEST FREE QUOTES NOW! 
Call (866) 623-5564 or visit 
BuyerZoneBusiness.com 



BuyerZone 

Where Smart Businesses Buy and Sell 



A division of 



^^Reed Business Information. 



edn literaturelink 

"The engineering professional's link to technical literature" 



SMALL SIGNAL TRANSISTORS - SHORT 
FORM 

Central Semiconductor Corp. manufactures small 
signal transistors is a broad range of surface mount 
packages including the newest smallest SOT-883L, 
SOT-953, and SOT-923 case types. This new short 
form catalog includes the following featured device 
families: 

• General Purpose Amplifiers/Switches 

• Low Noise Amplifiers 

• High Current /Voltage 

• Darlington 
•LowV CE(SAT) 

Central Semiconductor Corp. 

Hauppauge, NY 11788 

631-435-1 110 • www.centralsemi.com/sst3 




FREE IV/C-V LIBRARY CD 
FROM KEITHLEY 

Keithley Instruments' new I-V and C-V 
Measurements Applications Library lets you 
discover how the Model 4200-SCS and the new 
4200-CVU Integrated C-V Option can help 
you reduce your cost of test while simplifying 
the most challenging DC I-V, pulse, and C-V 
measurement applications. The CD includes a 
variety of invaluable tools for those responsible 
for configuring and using semiconductor parametric analyzers: 

• Free access to online seminars on I-V and C-V testing 

• A variety of informative brochures, data sheets, white papers, application 
notes, and articles on this topic 

Request a free copy of this CD by contacting Keithley. 
Keithley Instruments, Inc. 

Cleveland, OH 44139; Tel: 800-588-9238; www.keithley.com/at/522 




KEITHLEY'S SWITCHING HANDBOOK: 
A GUIDE TO SIGNAL SWITCHING IN 
AUTOMATED TEST SYSTEMS 

The 6th edition of Keithley's Switching 
Handbook: A Guide to Signal Switching in 
Automated Test Systems addresses switching 
functions, components, specifications and circuit 
models, system design issues, switching consid- 
erations by signal type, hardware implementa- 
tion, and applications. To request a free copy, 
visit http://www.keithley.com/at/546 or call 
Keithley at 1-800-588-9238. 
Keithley Instruments, Inc. 

Cleveland, OH 44139; Tel: 800-588-9238; www.keithley.com 




ENCLOSURE POWER DISTRIBUTION 
UNITS (ePDU™) 

Pulizzi now a part of Eaton®, manufactures enclo- 
sure Power distribution units (ePDU™) providing 
Circuit Breaker Protection, EMI/RFI Filtering, 
Spike/Surge Protection, Remote Power On/Off/ 
Reboot, (EPO) Emergency Power Off, Redundant 
Power, Sequential Power Up/Down. Domestic and 
international configurations for OEMs and system 
integrators are available. Agency approved 
systems. ISO 9001:2000 Certified. 

Eaton^Powerware - (ePDU™) Pulizzi 

Tel: 800-870-2248 • Fax: 605-3344999 
pulizzisales@eaton.com 

www.pulizzi.com 




BEI INDUSTRIAL ENCODERS DESIGN 
& SPECIFYING GUIDE 

65 full color pages of product specifications, design 
examples, drawings and installation tips - all 
dedicated to encoder feedback solutions. Products 
include optical rotary encoders, electronic mod- 
ules, wireless interfaces, cable assemblies, connec- 
tors and accessories. Special sections on hazardous 
and extreme environments. Call 800-ENCODER 
or visit www.beiied.com/catalog . 
BEI Industrial Encoders 




www.ads4reed.com 



Design it, check it, 
then upload it! 



Ads4Reed, the convenient digital 
advertising portal, saves you the time 
and expense of shipping our magazine 
ad files for publication. 



70 EDN | NOVEMBER 13, 2008 



To advertise in Literature Link, call Rose Murphy at 781-734-8457 . 



eon literaturelink 

"The engineering professional's link to technical literature" 



ENCLOSURE TIPS HANDBOOK 

Bud Industries' 28-page handbook is a handy 
reference for experienced engineers and a 
tutorial for engineers who are new to enclo- 
sures. It covers important issues of enclosure 
design and application: cooling, interconnects, 
finishes, typical dimensions, standards, 
and more. Request your free copy today. 
Bud Industries 
Tel: 440-946-3200 




VISIT MILL-MAX'S DESIGN GUIDE 
ONLINE 

Search • Download individual product drawings 
and specs. 

Browse • 237 pages of standard offerings 

available with traditional platings, as well as 

RoHS compliant platings; 

Create • Design in Mill-Max products from 

choices of standard and application-specific parts. 

For our new Design Guide and to see new 

products, go to www.mill-max.com/EDN567 

Mill-Max Mfg. 

190 Pine Hollow Road 

Oyster Bay, NY 11771 

Web: www.mill-max.com 




EDN 




rodu 





mart 



dvertising is for new and current products 



CRN 

Embedded, Standalone, C/C++ Programmable 
CAN to Ethernet, USB, CF, TFT, RS232/485, 
ADC, DAC, l/0s, Relays , . . . ^^ ^—^ 




• CAN-Engine™ 

Controller Area Network (CAN) 
with variable baud rate, low level 
register access, Ethernet, CompactFlash, ADCs... 



60+ Low Cost Controllers with TFT, ADC, DAC, UARTs, 300 
l/0s, solenoid, relays, CompactFlash, LCD, Ethernet, USB, 
motion control. Custom board design. Save time and money. 



1950 5th Street 
Davis, CA 95616 USA 

530-758-0180 • Fax:530-758-0181 



TP DM Tel: 

_L .L J.VI > www.tern.com ^ — , 
INC. sales@tern.com \ V,SA I IS 1 



Embedded Modems 

It's Radicom for reliable, high-performance, 
simple to implement Serial TTL, RS232, USB, 
PC/1 04 and RF wireless modems, 
competitively priced. 




Featured - 
RJ-1 1 TinyModem™ 
Data/Voice/Fax 
0.66"x1.25"x0.75" 
300 bps to 56k bps 



Count on Radicom to reduce time-to-market, 
lower cost, and improve product quality. 



V\Radicom 



Affordable Mode 



>radi.com | wv\ 



408-383-90( 




Easily create and manage multi-level 
parts lists and specs, calculate costs, 
generate shopping and kit lists, print 
labels, generate RFQs and POs and 
much more... 

Parts ST^ Parts List Manager 
VCIIllOrS and ^ enclor Database 

Get the full function DEMO at 

www. trilogydesign. com 



Trilogy Design / 200 Litton Dr. #330 
Crass Valley CA 95945 / 530-273-1985 



To advertise in Literature Link, call Rose Murphy at 781-734-8457. 



NOVEMBER 13, 2008 | EDN 71 




'lO mm' 



Maximum Power 
Maximum Security 
It's MaxiBridge™ 



12 Amps per Contact in 2.54 mm Pitch 

For applications that require the most power and 
the most security in the smallest footprint, ERNI 
has introduced the MaxiBridge. Designed to 
meet the highest levels of mechanical and ther- 
mal demand, MaxiBridge is ideally suited for use 
in LED applications, automotive, automation and 
other appliances. 




SMT Assembly, Double Locking, Keyed & 
Color Coded 

Designed for high speed SMT assembly, 
MaxiBridge is available in vertical and right angle 
board-level configurations. Each crimp contact 
is secured inside the housing with two different 
locking features. To prevent accidental un mating, 
two external housing locks must be pressed 
simultaneously. Four different keying options and 
color coding guarantee correct and quick instal- 
lation. The MaxiBridge connector is currently 
available in a 2-, 3-, 5-, 6- or 8-pin version. 
Stop accepting compromises and start expect- 
ing more from your connectors. Expect the best. 
Expect it from ERNI. 

To test drive a free sample, visit our Web site or 
give us a call. 



USA: 1-800-296-3764 

Europe: +49 7166 500 
Asia: +65 6 555 5885 
www.erni.com/maxibridge 



ERNI 



productroundup 



CONNECTORS 




ZIF-connector series reduces 
failures from misalignment 

The secure-lock ZIF (zero-insertion-force) -6288-connector series features 
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networking equipment. Including patch 
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cabling, the end-to-end products meet 
all TIA/EIA-568-B.2-10 requirements 
in channel- and permanent-link config- 
urations, such as alien crosstalk, return 
loss, insertion loss, propagation delay, 
and delay skew. The series features bulk 
cables in 1000-ft reels and aqua, black, 
and gray options. The keystone units 



cost $18.99; the bulk cables cost $633 
per reel. 

Belkin, www.belkin.com 

Audio connectors 
are smaller than 
XLR connectors 

Claiming a 40% reduction in size, 
compared with standard XLR 
connectors, the high-density Mini-XL 
audio-connector series uses one-touch 
connect/disconnect. The circular de- 
vice includes ROHS (restriction-of-haz- 
ardous-substances) connectors suiting 
cable and panel-mount applications. 
A socket insulator minimizes vibration 



and electrical noise. Features include a 
disconnect latch lock, gold-plated con- 
tacts, and a low-reflectivity satin finish. 
The series offers a rear housing in plastic 
or metal for male and female plugs. The 
Mini-XL plugs are available in three- 
and six-pin contact arrangements, and 
prices range from $4 to $6; prices for 
panel-mount components range from $5 
to $7 (500). 

ITT Interconnect Solutions, 
www. ittca n n on .co m 



Wide variety of interface 
devices have low profiles 

□ The One-Piece Interface suits 
high-shock/vibration applications 
with robust design and threaded inserts 
to mount the connectors to the boards. 
The dual-row interfaces on the 1-mm- 




pitch FSI series provides a range of 
board spacing from 3 to 10 mm. Suiting 
applications requiring an ultra-low pro- 
file, the 1-mm-pitch SEL series features 
0.64- and 1.2 7 -mm board spacing, and 
the SEI series has 1.65-mm board spac- 
ing. The high-density GFZ array- inter- 
connect series achieves 1200 I/Os and 
a 3 -mm board-spacing profile. Prices for 
the One-Piece Interface devices start at 
5 cents per pin. 
Samtec, www.samtec.com 
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• 0.4 Watts to 150 Watts 
Power Transformers 

• 1 15V/26V-400/800 Hz Primary 

• Secondary Voltages 
2.5V to 300V 

• Manufactured to MIL-PRF27 
Grade 5, Class S, (Class V, 
155°C available) 

• Surface Mount or Plug-In 

• Smallest possible size 
iPl co'sfcH\ Catalog I 
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INDUSTRIAL • COTS • MILITARY 













MasterCard. 






W1ERKBN 

■ express 





NOVEMBER 13, 2008 | EDN 73 



TALES FROM THE CUBE 



BY ARNOLD N SIMONSEN • ELECTRICAL ENGINEER 



Align up! 




A previously published Tales from the Cube column 
(Reference 1 ) brought to memory a similar expe- 
rience I had with a relay-release time and an at- 
tempt to reduce inductive spikes. 
As a young engineer in the late '60s, I was work- 
ing on the Apollo instrumentation ships, which 
NASA used to track and communicate with the Apollo lunar- 

cedure. The amps could align to ap- 
proximately 0.1°. 

After successful system tests, we 
noticed that the amplifiers were out of 
alignment by large amounts — in many 
cases, 20° or more- Realignments were 
tedious and time-consuming. We re- 
sorted to pinning the shafts to keep 
them aligned, thinking it was a me- 
chanical problem. Over time, the pins 
became loose and even bent, however. 

The three-wire outputs of the syn- 
chros went into a relay-switch network. 
The relays allowed selection of which 
antenna would act as a slave. The re- 
lay coils each had suppression diodes 
to reduce inductive spikes, the noise 



excursion module. The ships had C- 
and S-band radars, a satellite-corn an- 
tenna, a telemetry-tracking antenna, 
a VHF/UHF command-and-control 
communication antenna, and a large 
data-processing center. Each of the 
antennas provided azimuth- and eleva- 
tion-position-synchro data to a central 
network. 

This network allowed selection of 
any antenna's position data for making 
one antenna act as a slave to another 
antenna. Large synchro amplifiers 
drove 23 small synchro amps to am- 
plify the synchro-position data. The 
120V, 60-Hz synchro amps required 
an electromechanical- alignment pro- 



on control lines, and switch-contact 
arcing. This procedure was standard 
and accepted. 

While monitoring the switching 
transients, I saw that the relays' dropout 
time was a lot longer than their pull- 
in time. This excess time allowed the 
outputs of two or more synchro amps 
to connect across each other during 
the dropout time of the relay. During 
switching, the amplifiers also made loud 
gear noises. This pull-in- and drop- 
out-time difference was new to me, 
but checking relay characteristics con- 
firmed my observation. Some studying 
of the use of suppression diodes indicat- 
ed that diodes would even lengthen the 
relays' dropout time. I tried capacitors 
and RC networks to no avail. 

Then, in a diode catalog, I found a 
Thyrector device from General Elec- 
tric. It was basically two back-to-back 
diodes for reducing inductive spikes. 
I tried using the device to correct the 
time difference, and it greatly reduced 
the relays' dropout time. 

My boss was reluctant to make any 
change because the customer had ac- 
cepted the system. We had no record- 
ing scopes back then, so I set up a fast 
strip-chart recorder to monitor the relay 
pull-in and dropout times during typical 
switching sequences and showed him 
the two connected amplifier outputs. 
I repeated the test with the Thyrectors 
in the circuit, which showed a great re- 
duction of the overlap time and no gear 
noises during switching. Success! 

I replaced the suppression diodes 
with Thyrectors, and subsequent tests 
during sea trials showed no synchro- 
amp misalignments.EDN 

REFERENCE 

9 Lindenbach, Walter, "Time bomb," 
EDA/, Sept 27, 2007, pg 26, www. 
edn.com/article/CA6479508. 

Arnold N Simonsen is an electrical 
engineer in Tucson, AZ. Like Arnie, 
you can share your Tales from the 
Cube and receive $200* Contact edn. 
editor@reedbusiness ♦ com* 
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Highest Accuracy DAC 

18-bit monotonic performance 



The DAC9881 is the industry's highest accuracy digital-to-analog converter. Featuring 18-bit resolution, 
±2 LSB INL, ±1 LSB DNL and a small QFN package, the DAC9881 increases performance and simplifies 
designs in precision applications such as automatic test equipment, instrumentation, process control, data 
acquisition and communications systems. That's High-Performance Analog »Your Way™. 



www.ti.com/dac9881 1.800.477.8924 ext. 4673 

Get samples and evaluation modules 




Linearity Error vs Digital Input Code 
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Differential Linearity Error 
vs Digital Input Code 
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